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ApASCO': 
Steel Water Heaters 
Heat Twiceas Much 


The catalog ratings of Tabasco 


Water Heaters show the number of 
gallons they will raise 50 degrees in 
temperature per hour —instead of 


the 25 degrees on which ordinary 
heater ratings are based. 





















Hence: When comparing rated capacities 
it is well to remember that a Tabasco will 


actually do twice the work of other heaters. 
Take that fact into consideration and you'll see 
that Tabasco Water Heaters are priced well 
below others. 


Also: They are built of STEEL—riveted— 
of the same fine materials and in the same fine 
manner as Kewanee Boilers. Hence, they can 
BUILT FOR be relied upon to “stay on the job,” for a longer 


CITY WATER PRESSURE period of years, and without any repairs. 


Standard 60 Ibs. 
Extra Heavy 100 Ibs* 


sizes for ° allons of ° 
water raised 80 degrees per hour Catalog No. 75 gives the 
in termperature. e 
details. Have you a copy? 





KEWANEE BolLER COMPANY KEWANEE, ILLINOIS 





Atlanta, Ga. Cincinnati, Ohio —— BRANCHES — New Orleans, La. San Francisco, Calif. 
Birmingham, Ala. Cleveland, Ohio Philadelphia, Pa. Seattle, Wash. 

Boston, Mass. Dallas, Tex. El Paso, Texas Los Angeles, Calif. Pittsburgh, Pa. Spokane, Wash. 

Charlotte, nc. Denver, Colo. Grand Rapids, Mich. Memphis, Tenn. St. Louis, Mo Toledo, Ohio 
Chattanooga, Tenn. Des Moines, Iowa Indianapolis, Ind. Milwaukee, Wis. Salt Lake City, Utah Toronto, Ont., Can. 

Chicugo, IIl. Detroit, Mich. Kansas City, Mo. Minneapolis, Minn. San Antonio, Texas New York City, N. Y. 


STEEL HEATING BOILERS, RADIATORS, WATER HEATERS, TANKS AND WATER HEATING GARBAGE BURNERS 
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Thought Tor The Future 


A man without a thought for the future must 
soon have present sorrow. |—Chinese proverb. 












Keep this in mind when you set out 
to do your work: if that work either 
through your own fault or. the fault of 
the manufacturer whose products you 
install, should prove unsatisfactory, 
you've ruined your future possibilities 
with that customer. 


You had better demand VQGEL Frost 
Proof Hydrants and Closets for your 
work and be sure. The future will mean 


repeat orders for other work on every 
VQGEL installation you make. 
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Jos. A. Vogel Co. 


Wilmington, Del. St. Louis, Mo. 
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rom factory 
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Plumbers’ Brass Goods and Specialties 
are giving satisfaction. Goods that have 
passed rigid inspections — branded with 
Wolverine, and packed complete, ready for 
installation in Wolverine labeled boxes. 


Back of Wolverine products is the Wolver- 
ine policy of Direct-To-The-Trade Service— 
guarding against possible substitution of 
unknown or unbranded goods and assuring 
permanent protection to the Master Plumber. 


We Sell the Retail Plumbing Trade Exclu- 
sively. 


WoLveERINE Brass Works 


GRAND RAPIDS MICHIGAN 
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TACO SEMHNDIRECT 


Furnishes hot water to the 1200 people employed in the 
United Cigar Stores’ Building at 53 West 17th Street, 
New York City. 


It also supplies hot water to a large soda fountain which 
was formerly supplied by an automatic gas heater. 





Patented 
Dec. 27, 1921 





Write us for any installation advice you may desire. 


THERMAL APPLIANCE COMPANY, Inc. 


342 Madison Avenue $3 New York City 
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The Meaning of the 
“Blue Ribbon” Name 


The “Blue Ribbon’ represents a firm 
old in experience and expert in co-operat- 
ing with the plumbing and heating trade. 


Blue Ribbon Nipples have been giving 
perfect satisfaction since they were first 
put on the market years ago, and for 
reasons with which you may not be 
entirely familiar. 


New material is always used, whether 
steel, brass or genuine wrought iron, and 
every thread is clean, accurate and 
smooth. 

Every nipple is chamfered correctly— 
that is, both ends of the nipple are 
accurately beveled so that it enters the 
pipe smoothly and easily. Our chamfered 
nipples will always prevent jammed 
starting threads. 


The Better Jobbers Can Supply You 


CHICAGO NIPPLE MFG. CO. 


CHICAGO 
LOS ANGELES BALTIMORE 
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Floor and Ceiling Plates That 
Meet Every Requirement 


The Blue Ribbon iine includes not only perfect 
nipples of all kinds, but a complete line of closely allied 
products—floor and ceiling plates, pipe hanging devices, 
etc. A few of them are illustrated below. 


It will pay you well to insist on having Blue Ribbon 


Specialties for every job. It’s a name that guarantees 
the best that can be put into a product. 


oe eeveeece 


Figure 300—Perforated Hanger Bar 


<> €? 


Fig. 99 
Pressed Steel Hinged 
Floor and Ceiling Plate 





Figure 100 
Pressed Steel Hinged 
Floor and Ceiling Plates 





Figure 350 Figure 311 
Adjustable Steel Beam Hanger rings, medium 
Clamps stock, long neck 
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PAGE MONARCH BOILERS 







































































“The Distinguished Service Line”’ 


The 60” Monarch Smokeless Boiler is the latest addition to 
the Page line, and is the last word in cast iron boiler con- 
struction for large heating installations. 


This boiler is being specified and installed by the foremost 
architects and heating engineers for many representative 
buildings. 


Burns any coal, oil or gas 




























THE WM. H. PAGE BOILER CO. 


Makers of a Complete Line of Round and Square Steam and Water Boilers 
General Offices: 200 Madison Ave., New York Warehouse: Bush Terminal 
BRANCH OFFICES AND WAREHOUSES: 
Boston, 123 Beverly Street; Cleveland, Rose Building 
FACTORY: MEADVILLE, PENNSYLVANIA 
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‘Here's YOUR Drill, Mr Plumber’ 
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BLACK & DECKER 


Five-Eighths Inch Special 
“With the Pistol Grip and Trigger Switch” 





We have always kept in close touch with the men who 
use electric drills, studying their problems and watching 
changes and developments in their drilling requirements, 
and the results of these studies go right into our drills. 


Now we offer a new portable electric drill, embodying 
characteristics and new features which are not available 
in any other tools on the market at present. And we pre- 
dict that, with plumbers, it will be the most popular drill 
of the Black & Decker line, because it has been designed 
with your needs in mind, and built to give you maximum 
service 

The new Five-Eighths Inch Special has tremendous 
power, yet is exceptionally light in weight. It will use 
either carbon steel or high speed steel bits for drilling 


holes up to 5%” in steel, and you can drill as large as 2 
inch holes in wood. 

The famous ‘“‘Pistol Grip and Trigger Switch’’ has been 
further improved by the use of a two-pole switch. The 
over-all length of the drill has been reduced to a mini- 
mum, so that you can drill in close quarters. The breast 
plate has been arranged to act as a holder for the chuck 
key, insuring the key always being with the drill--a final 
touch in convenience and efficiency. : 

The price of $68 is based on large quantity production, 
which our knowledge of the requirements of electric 
drill users assures us is justified. 

This is only one of dozens of Black & Decker Electric 
Tools which will make your work easier and save you time 
and money. 





Sold by the leading Plumbing Supply Jobbers 


We BLACK & DECKER MFG.CO. 
TOWSON, MARYLAND, U. S. A. 


Complete 1927 Catalogue of Black & Decker 
Electric Tools is just off the press and will be 
sent you FREE if you will send us your name 
and address on the attached coupon. 








a eR 


— 
) DELUXE CATALOGUE COUPON 





— 


The BLACK & DECKER MFG. CO., 
Towson, Maryland, U. S. A. 


‘ 

‘ 

’ 

‘ 

' 

; Please send me (free and without obligation) 
' your new 1927 DeLuxe Catalogue. 
‘ 

' 

i] 

‘ 

' 
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Name 


Address 





DOMESTIC ENGINEERING May 21, 1927 





——————ESESEOEOEOEEEIEEEEEEEEEEEEEEEEoEoEoEoEooeeEeoooaoaoESoSoaoaoaoaoeEEE—E——E—E—eEETT—TTEO———EO———OEOEEOEOEOOOOO 


Jack: “Now that we’ve got the plagued system finished, I wonder how many joints 
we’ll have to replace when we test it out.” 


Old Timer: ‘Don’t worry, boy. They sent us Grinnell Fittings this time. Their 
threads are right.”’ 





One of the big economies in using Grinnell 
Cast-Iron Fittings is sharp clean-cut work. 
Many a time, when the water, steam or air 
is turned on not a single section of pipe has 
to be backed out to replace a leaky fitting. 


See for yourself. Try out some Grinnell Fit- 
tings on one job and you'll be quick to note 
the difference. If your own jobber doesn’t 
stock them, write us for the name of the 
nearest distributor. Address your inquiry to 


Grinnell Company, Inc., 304 West Exchange GRINNELL 
Street, Providence, Rhode Island. PIPE FITTINGS 


Cast Iron Fittings Adjustable Pipe Hangers 


GRINNELL 


Pipe Bends —Welded Headers — Lap Joints — Piping Supplies 
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Equally Efficient with Coal 


COIL 


STEEL HEATING BOILERS 
AND WATER HEATERS 


Quotation from letter in our files, referring to Coil 
Boiler—Oil Burner installation in use during 1926— 


1927 heating season. 


“On December 14, 1925, I moved 
into my new home. Between De- 
cember 14, 1925, and the end of 
March, 1926 (14 weeks), this heat- 


ing installation consumed 2055 
gallons of fuel oil. 


“In September last, I substituted 


one of your Coil Boilers, using 
the same oil burner. From the 
latter part of September, 1926, 
to date, March 16, 1927 (24 
weeks), I have used 1770 gallons 
of oil. These figures speak for 
themselves.”’ 


Many Oil Burner Dealers are lessening their sales 
resistance 25% and more by having Coil Boiler — Oil 
Burner jobs to show their prospects. 


If desired the Coil Boiler can be fitted with grates, etc., 


in thirty minutes time. 


Write for catalogue. 


1505 Race Street 





MONITOR BOILER COMPANY 


PHILADELPHIA, PA. 





or better heating 
in better Homes « - - - 
CONTINENTAL LOW WATER LINE BOILERS 





a 
‘Ith i “Ill t | 


2 ===: 


Evidence from Norristown, Pa. «« «+ 


HE residence shown above is just one of thou- 
sands where Continental Low Water Line —_ ss ee Pe 
. . . > esidence 0 . . egar, orristown, . 
Boilers have been installed for better heating. It’s Continental Siow Water hace Gciler 


a market worth going after, because: and Continental Radiators 
Installed by 


1. Low 43 and 47 inch water lines permit easy J. Frank Boyer Plumbing & Heating Company 
installation and better piping in shallow Norristown, Pa. 
basements. 

2. They eliminate refuse-gathering boiler pits. 

3. They are quick steamers. 


4, They are easy to fire. 
5. They are reliable. 





Residence heating is one of the big markets for 
boilers. Continental Low Water Line Boilers will 
help you get more large residence jobs. 





(ontinental Heater (orporation Continental Classic 


Radiator 
General . and Factory , 


Dunkirk, N. Y, U.S.A. | 


Continental 


*** BOILERS & RADIATORS * 




















May 21, 1927 DOMESTIC ENGINEERING 1B 4 








A Letter from Harry G. Nye 


aw —l 


Nye Drop Forged 
Pipe Cutters 
No. 1-A M%to1l%’..... $2.25 net 


No: DA. ttoF ......% 3.00 net 
Wo: 3-A: 2008 5 viiiewo 5.00 net 


<= ae 


Nye Saunders Pipe 


Cutters 
MO 4 se8sc109600 2099 $ 1.80 net 
Me: Bis baweagevabayas 2.70 net 
Ree Or crT 6.60 net 
A. <ceieanseedsece 10.80 net 
8 errr rer rer 16.80 net 





Nye Four-Way Solid 
Die Stock 
Complete with %, 4, % 
and l-inch Dies. 
Net Price............$12.25 





Nye Three-Way 
Armstrong Pattern 


Die Stock 


Complete with 14, 34 and 
l-inch Dies. 


Net Price............ $12.34 





Nye Self-Locking Vise 


No. 00 % to2”........ $2.82 net 
No. 10 % to 24”...... 3.34 net 
No. 20 4 to 31%”...... 5.00 net 


No. 90 14 to 4347... 7.33 net 


. Friends: 
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To the Plumbers and Steamfitters of the 
Ui. Be, Aas 


Well, the baseball season is in full swing 
again, and, as usual, it looks like one of 
the greatest years in the history of the 
game, if the fans give the players an even break, which they 
won't. Old Nero throwing Christians to the lions, or the 
Kiwanians or whoever it was, was a nice old gentleman dis- 
tributing bags of candy in Sunday school, compared to some of 
these leather—lunged and paper—brained knockers who inhabit 
the baseball park. 


Of course, some folks will say that it's just home pride that 
makes them act that way, although to me it looks more like it 
was home brew. Well, if knocking some brother engaged in his 
daily employment is home pride, heaven deliver me from ever 
having any, although I have a lot. Whenever I see some kid 
pitcher from Arkansas who is on one of the Chicago teams 
strike out some slugger from Texas who is on one of the New 
York teams, my bosom swells with home pride as much as any-— 
body's. 





But, no matter where they come from, you seldom have a good 
team except in a good town. Some of these outdoor orators 
think that they knock the team because it is in last place; 
more likely it is in last place because they knock. If you 
don't think so, you might try yelling "Take him out!" and 
"You're rotten!" around the shop every day, and see how the 
men will love. their work. And, of course, you would like to 
have some milkman telling you how to run the plumbing 
business. 


I don't know how it is with your team in your town, but our 
team has one manager and 24,796 assistant managers. There are 
at least that many fellows in our town who could run the team 
better than the manager can run it, if they weren't already 
running a truck or clerking in a drygoods store. They know 
just where he made his mistake. So does he. It was in trying 
to build up a team that would please a wrecking crew. 


Let's give the manager an even break, and the players a little 
more. I don't mean the fellow who bats around .133 because 

he bats around the night before. I don't mean the pitcher who 
eats pretzels all night and then expects to throw pretzels the 
next day. I mean the fellow who is doing his best to do his 
best. We don't all field 1.000 in our business, so let's not 
expect a third baseman to do it. We haven't any right to kick 
unless he is worse at his job than we are at ours, which isn't 
likely. 


Why, as far as this concern is concerned, we don't even knock 
our competitors. They're doing the best they can with what 


they have. Yours truly, 
P.S. Who do I think will win the 

pennant this year? Nye tools, of r 

course. They cut pipe without an Flan, 
error and make a hit with every a 
who uses them. Use Nye tools an : 

lead the plumbing pineal in your town. Maa 


OTHERWISE KNOWN AS 
THE NYE TOOL & MACHINE WORKS 
MANUFACTURERS OF HIGH GRADE PIPE TOOLS 
4120-30 Fullerton Avenue Chicago, Illinois 




































ls 


DOMESTIC 


ENGINEERING 





May 21, 127 


Behind the Walls to Stay~ 














y- 
ey protections 
against unexpected in- 
stallation expense cost you 
nothing, for K-V Fittings are 
priced no higher than others. 
Try them on your next job 
and ask your pipe fitters wh - 
they think of them. Thou- 
sands of plumbing supply 
houses handle Kennedy; 
Valves and Fittings. If you 





| 
| 
\ 


are unable to locate your’ 
nearest dealer readily, write’ 
to us for his name and 

‘ 


address. §, g 
N 








HEN you compare the cost of a single fitting to the ex- 

pense of replacing that fitting if found faulty after a 
whole pipe job has been connected up, it’s well worth while to 
make sure that all your fittings are perfect in every respect. 


By standardizing on K-V Malleable Iron Fittings you take 
They are so truly malleable that they can be ham- 
mered practically flat without cracking or splitting. 
tapping is true and the generous chamfer and clean sharp 
threads make tight joints without trouble or undue strain. 
Their galvanizing is uniform and heavy and shows up far supe- 
rior to that of the ordinary fitting on micro-photographic tests. 


no chances. 
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) THe KENNEDY VALVE 
Mra. Co.. E.mma, 


as Branches in Principal Cities 


KENNEDY 








VALVES~PIPE FITTINGS~FIRE HYDRANTS 
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What Plumbers Say 
about K-V Fittings 


“Both in finish and threads we 


find your fittings about the best 
we ever looked into, so say our 
employees. We agree with them. 


“Have always found your fittings 


to hold tight and stand up under 
test.” 


“Have used pom fittings tor some 


time and they have proved quite 
satisfactory. The tapping runs 
true as to size and direction. 
They are light yet strong.” 


“Your fittings prove to be well 


galvanized, as well as very good 
material and well designed. 


“Your fittings help us do better 


work with less effort.” 


“Your fittings and valves are per- 
ectly satisfactory. I highly 
recommend them to_ other 
plumbers.” 
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@Belween Ourselves. 


The man who is so busy that he does not have time to read his trade paper is like 
the man who was so busy chopping wood that he did not have time to sharpen his axe 


OW, IF EVER, IS THE TIME THAT 

every man in the industry ought to be a close 
4 student of the reports of the various state con- 
ventions. The gathering momentum of the merchandis- 
ing idea, culminating in the great $500,000 National 
Trade [xtension Bureau expanded program, deserves 
the closest attention because it is undoubtedly as big an 
idea as has ever been fostered within the industry. Its 
effects will reach into every shop in the country—its 
force will be felt by large and small operator alike. And, 
as is always the case, interest in this idea is bringing 
about a study of all the phases of business which have to 
do with better management. This week we report the 
Connecticut, Colorado, Kentucky and 


benefit of expert combustion engineering advice. Where 
can the heating engineer find profit in this article? First, 
of course, in the general idea of smoke abatement, which 
may at any time become a live issue in his community ; 
a time which will present to him an opportunity to 
identify himself with constructive civic effort. Then, too, 
the information contained in the article should be found 
exceedingly useful in working with heating plant  in- 
stallations. Perhaps the complaint about the efficiency 
of an installation arises out of improper firing methods. 
In such a case it is easy to imagine that the janitor or en- 
gineer might be indignant if told he didn’t know how to 
fire. But with data such as the St. Louis Firing School 

is developing to back up his argu- 





North Carolina conventions. At 
each of these meetings the discussions 
have ranged over practically every 


Do You Know— 


ments, the heating contractor can 
side-step any unpleasantness by point- 
ing out that he is only bringing to the 


problem which must be faced by the 4. When the Amsesten attention of those interested the re- 
members of the industry. Old heads, Society of Sanitary Engineer- sults which an outside agency has 
and younger ones, have put on record ing was founded? developed. I would strongly recom- 


their ideas—and in the pages of those 2. Who first harnessed 


reports there must be ideas - which steam? 
every reader will find not only inter- 3. Who 
esting but, perhaps, timely in the solu- 
tion of a pressing problem. Big 
things are brewing. You will want 
to be completely informed so_ that 
when the time comes you may take 
the fullest advantages of the effort 
of the industry as a whole. 
6. Who 
A° IN THE CASE OF PROB- 
lems of industry, there are com- 


munity problems which can be settled page 86. 





only by the co-operation of the entire 


first applied 
steam power to locomotion? 

4. Who enjoyed the dis- 
tinction of being president of 
the N. A. M. P. for three 
years? And when? the Home or Small Community.” 

5. What pressure should 
exist in a plumbing system? 
founded the 
Order of the Bath? 


Answers will be found on 


mend a careful reading of the article 
and then that it be filed away care- 
fully for future reference. 


\ \ TE ALSO PRESENT THIS 
week the first article in a series 
of studies of “Sewage Disposal for 


This seriés will make up a history 
of sewage disposal and will do for 
the plumbing contractor very much 
what the St. Louis article will do for 
the heating contractor—place in his 
hands data which may be used in 





selling or in identifying himself with 





community. This week we carry the 

story of the fight which St. Louis is putting up against 
the smoke evil. The article is really in two parts—an 
introduction by Edwin S. Hallett, engineer of the St. 
Louis school board, in which he sketches some of the 
activities of a league to study and combat the smoke evil. 
his is followed by a general detailed study of the 
methods being pursued, as seen by C. G. Buder who is 
superintendent of the St. Louis Firing School. ‘The pur- 
bose of the school is, of course, to present corrective 
struction in firing. Wherever a heating or power plant 
'S found which is offending against the community by 
excessive smoke, an effort is made to secure the attend- 
ance of the janitor, engineer, or other interested person, 
att the firing school. Here the individual is given the 


an effort in his community to secure 
proper sanitary methods. The plumbing and heating con- 
tractor is an expert in his line—he ought to maintain such 
a position in community life. 


RI YOU FOLLOWING OUR QUESTIONS 

and answers on this page? We give you a new set 
this week. It’s a sort of game, of course—but every 
question is one which may be found at any time in the 
course of the day’s work. See how many of the six 
questions on this page you can answer. 
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Thr We heard a man the other day say that the 
° individual in the plumbing and heating busi- 
-ations ness, in any one of the three branches, can 
find the answer to prevailing, competitve, close-profit con- 
ditions in one of three words—elimination, combination or 
co-operation. In the business struggle which seems to in- 
dicate the survival only of the fittest, there are some who 
are going to be eliminated, who are going to fight it out 
ly themselves and not make the grade. There are others 
who are going to combine, who will merge capital, ex- 
perience and clientele with some competitor and together 
buck the tide toward success. And there are still others 
who are going to realize that co-operation with their fel- 
low business men, on the basis of live and let live and of 
nutual understanding and organized effort for the hene- 

fit of all, is the path toward success for them. 
It is our fortunate position to 


On the have a panoramic view of the en- 
Other Hand tire plumbing and heating indus- 


try—that is, a knowledge of the problems of the manu- 
facturer, the wholesaler and the master plumber and 
heating contractor. We hear manufacturers discuss their 
problems and possible solutions ; wholesalers theirs ; mas- 
ter plumbers and heating contractors theirs. It is inter- 
esting to see how similar and inter-related they are. But 


it is difficult to understand how one group can complain 
of certain trade practices for which another is responsible 
and yet be responsible itself for the same kind of prac- 
tices in their effect on a third group. 

For instance, wholesalers, disturbed by increasing and 
sharper competition, frequently complain that manufac- 
turers, anxious for volume, set up new distributors in 
order to secure additional outlets for their products. The 
wholesalers feel that kind of competition, not only in 
its effect of cutting in on their individual volumes but in 
its effect on prices. Yet, we hear from the master plumb- 
ers the same complaint that wholesalers create new out- 
kts for themselves. And they feel that kind of 
competition in the same way that the wholesalers do. 

That fact, it seems to us, should create a mutual under- 
standing which would stop such unprofitable, disturbing 
practices. If they pinch one, they pinch another—and 
the wholesaler, because of his own experience with 
treated and maintained distributors in competition with 
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him, must realize the type of outlet he is getting for him- 
self by similar tactics. It is our firm belief, from a 
thorough study of conditions, that success in business 
means concentrating on and co-operating with quality 
outlets and not increasing the quantity of outlets. 


The figure With competition keen, with gross 


profit and overhead often meeting, 


Viewpoint 


get the figure viewpoint on his business. By that we 
mean knowing costs of doing business in actual figures 
and percentages, and knowing what the result of a’sales 
transaction is going to be before making it. It is sur- 


prising how vague is the knowledge some men have about 


it behooves every business man to 


their own business. There are those who simply do not 
figure the costs of certain transactions and keep them 
within the limits of possible gross profits. There are 
others who can glibly tell what their overhead is but 
who do not seem to know that that overhead applies to 
every business deal they make, quick turnover or other 


factors notwithstanding. 

At the recent convention of the National Pipe and 
Supplies Association, the gist of the majority of dis- 
cussions was that profits were a minus quantity in the 
plumbing and heating business. Too great a desire for 
volume, too much reaching out for new business were 
spoken of constantly as reasons for narrow profit mar- 
gins. It is our belief that business men, in looking for 
volume near and far, do not know what that effort is cost- 
ing them, do not know that some seemingly desirable 
transactions represent a sales and service expense that is 
in excess of the gross possible to make on them. 

That is why we say to get the figure viewpoint. A 
business man can add up his total volume of sales at the 
end of a year, or at the end of any period. He can add 
up every expense incurred in doing that volume. ‘There 
is a definite, figure ratio between the two. Whether it 
be 10, 15 or 20 per cent, that is the proportion of the 
selling price which he must get on everything before he 
has done anything but trade dollars. 

It would seem reasonable to believe that very few men 
would deliberately and knowingly take business at a loss. 
But men are taking business at a loss and it is, therefore, 
reasonable to believe that they are doing it without know- 


ing it. Such men need the figure viewpoint. 
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the Smoke Cloud 


By EDWIN S. HALLETT 


HE CITY of St. Louis stands at the top of the list 
in many important industries and enterprises that 
make it a tip-top place to live in. Many of them 

are there because of the great supply of cheap coal. It 

is a real as a great water 
new problems that her 
as shown some 


advantage 
However, it brings 
do not fully appreciate, 
attempts to clear up the smoke of the 


strategic just as 


power site. 


own people in 


atmosphere. All agree that the smoke 
must be cleared up, but how shall it 
be done? That is the question. Some 
have suggested anthracite coal for 
apartments and homes. That is an 
economic impossibility. 

Prices are more important than 


sentiment and all such efforts will be 
wasted. Oil is being tried and many 
good burners have come on the mar- 
ket, to the great credit of the inventive 
genius of the engineers, but the mar- 
ket level of the heat value in oil is 
higher than that of Southern Illinois 
coal, and it is difficult for the oil busi- 
ness to meet a handicap of that kind. 





Fig. 2.—You must have the right size 
of coal, says the Firing School 
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It is only where economy, effected by discharging labor, 
can be used to balance the account, that oil can meet the 
cost competition in St. Louis. 

A very good looking prospect is seen in the 
coke burned at the mines, and the by-products used to 
pay the expenses of coking. 
this have 


use of 


The commercial aspects of 
but it large 
prise and applies only to St. Louis, 80 
capital is wary about undertaking it. 

There is but one real solution for 
the problem, and that is the smokeless 
burning of the soft Illinois coal in all 
Stokers now in 
in large numbers that this 
with clean smoke 
those on coke and oil burning plants. 
A firm hand should be laid upon every 
industry that fails immediately 0 
equip its boilers with such apparatus 
The brick and tile industry also has 
a perfect solution of its smoke prob- 
which seemed a while ago t0 
be the nearest impossible of solution. 
For the larger units, then, if is 1° 


enter- 


been 


tried somewhat, is a 


sizes of plants. are 
burn 


stacks as 


use 


coal as 





lem, 
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longer an engineering project, but rather one of education 
and the gaining of popular approval of the smoke regu- 
lations put forth by the city. 

The manufacturer who received a summons to court for 
violation of the smoke ordinance passed that document 
over to his attorney with instructions to fight it. The 
high-powered attorney had no trouble, as a rule, to get off 
with a minimum of cost. The city was not prepared to 
spend so much time and money in such litigation and the 
ordinances became dead letters after a short spurt of ac- 
tivity. Meanwhile St. Louis became known as ‘“‘the smoki- 
The reg- 
ular city employe in 
the 


est city.”’ 
charge of ad- 
ministration 
helpless and ceased 
to even make a 
show of activity. It 
was plainly useless 


" : 


Was 











put any more 

Fig. 3.—At the Firing School they say teeth in the ordi- 

it is a good idea to file’ several nance because no 

notches in the latch of the fire door, judge could be 
as shown above, so that the fire door 

found that would 


ean be made to stand ajar at various 

points enforce a law that 
called for the per- 
formance of an impossible act and the clearing away of 


smoke in St. Louis had come to be so considered. 


A NEW IDEA IN SMOKE ABATEMENT 
HIS new activity, however, is based upon a brand 
a idea in smoke abatement. The regular adminis- 
trative officer has a small fund, scarcely more than enough 
to run the office routine. It would be utterly impossible 
to have public funds appropriated sufficient for an under- 
taking such as this. ; 

Those who recognized the real need and knew the rem- 
edy, began some months ago to organize the community, 
women’s clubs and other organizations interested in prog- 
ress, into a working body. This was approved by Mayor 
Miller and the city administration and an agreement was 
made to co-operate in the fullest measure. This league, 
in fact, became a quasi official body and worked through 
the smoke department in such matters as required official 
authority. The league has set on foot the collection of a 
fund, first $60,000, and later the plan is to reach even 
$250,000, from those of large interest, to be spent in the 
real and permanent clearing of the atmosphere. 
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Fig. 4.—~The Firing School recommends the type of firing door 
shown above, with a draft door to admit air over the fire. 
This makes it unnecessary to leave the door slightly ajar 











PLANS OF WORKING 
= USE of money is to put over effectively the truth 
about burning soft coal. The league has employed an 
*xpert engineer who has successfuly 
tities, including a good part in Chicago. 


cleared up other 
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One of the coal companies led the way in organizing a 
demonstration of many approved boilers and furnaces, 
which actually led to the new Firing School of St. Louis. 
This Firing School employs an engineer, C. S. Buder, as 
superintendent and general manager, and such other em- 
ployes as are necessary to handle the business. All fire- 
men, janitors, custodians, building superintendents and 
managers are invited to watch the new ideas of the school 
in firing coal. Cuts and illustrations are printed and dis- 
tributed to every person having any contact with the use 
of fuel. The actual attendance for same period runs into 
several thousand. The greater value of the movement is 
the favorable publicity that has been given to it and the 
effect of this upon the public, rather than in the actual 
firing information provided. 

Manufacturers of apparatuses are rendering a 
service in demonstrating their products and, in 
improving their boilers to meet the St. 


great 
fact, in 


Louis require- 


ment. New designs of boilers and furnaces are coming 
out to meet these new conditions. 
The board of education of St. Louis, with more than 


200 boiler plants, has a school for its employes, and no 


Damper Open 















/] All Hot Coals 
4)‘ 1,” Pushed High to Rear 





Fig. 5—Push hot coals to rear to prepare for refueling 


smoke is made by any of these boilers. These employes 
have visited the smoke league school and have contributed 
what they could to the spread of the information on burn- 
ing the Illinois coal without making a, nuisance of it. 
This whole program of education is conducted in a con- 
structive and friendly way and is solving the problem 
which no form of coercive force could have done. The 
three motives—clearing smoke, the community and health 
value—and the immediate and direct gain in using less 
fuel and cheaper grades, are winning and require only 
that they be held before the public until the cleanup is 
complete. 

It takes longer to convert some of the big business men, 
bankers and those who say that they “like to see a lot of 
chimneys smoking—it looks like prosperity.”” But a 
better sign of prosperity is to be written into their vocab- 
ulary and it shall soon be widely known that it is bad 
business to see waste running out at the top of our chim- 
neys, just as bad as to see good money running into the 


sewers. 
. * € x ¥ * + * * 
Following this general survey of the smoke elimina- 
tion situation in St. Louis, we present a paper on this 


subject read at the annual meeting of the American So 
of Heating and Ventilating Engineers at St. Louis, 


G, Buder, referred to in Mr. Hal- 


spohay 
cel 


in January, 1927, by C. 
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lett’s article. Mr, Buder is superintendent of the St. 

Louis Firing School. Most of the illustrations in these 

wo articles were taken from the literature that is dis- 

tributed by the Firing School. Tue Enprror. 
Mr. Buder’s paper is as follows: 








Damper Open 
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” Tilt Shovel and Let 
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Will Touch Red 
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Keep Ash 
Pit Clean | 


Fig. 6—Then add fresh coal as shown above, leaving a sort 
of valley or depression, the hot coals touching the fresh coal 


THE FIRING SCHOOL 

HE CITIZENS Smoke Abatement League of St. Louis 
{ yo organized in the spring of 1926 through the 
efforts of the public affairs committee, St. Louis section, 
American Society of Mechanical Engineers, in co-opera- 
tion with the Women’s Smoke Abatement League, the 
Associated Engineering Societies of St. Louis and the 
smoke committee of the Chamber of Commerce. It is a 
civic organization cumpused of delegates from some fifty 
civic, professional and social organizations. It is financed 


by public subscription and is putting on the most com- 

prehensive campaign ever attempted in St. Louis for re- 

duction of the smoke nuisance. 
The league has seven officers, 


including an executive 
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Fig. 7.—New charge with drafts adjusted 


secretary who devotes his entire time to the work. The 
league retained as its consulting engineer, Osborn Mon- 
nett, who has made a national reputation in smoke abate- 
ment work and who for years has been a consulting 
engineer for the U. S. Bureau of Mines. 

The work of the league is divided into six divisions, 
with many prominent St. Louisans serving as chairmen 


and members of committees. 
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The survey division is making a smoke survey of the 
St. Louis metropolitan district under the direct supervi- 
sion of Mr. Monnett. This survey is made for two reasons 
—it eliminates the guess work as to who is making the 
smoke. It is the natural tendency of all of us to think 
that the other fellow is the worst offender. For instance, 
a very prominent business man in St. Louis made the 
statement that the railroads were making from 60 to 75 
per cent of the smoke in St. Louis and the first thing 
to do in the campaign was to electrify the railroads. As 
a matter of fact, judging from conditions in other cities, 
the railroads probably make about 18 to 20 per cent of 
the smoke. The railroads of St. Louis are better or- 
ganized in smoke work than any other industry and it is 
estimated they have reduced their smoke 30 to 40 per cent 
in the past two years. The railroads have more men 


working on smoke abatement and are spending more 
money for this than the city of St. Louis. Another pur- 
pose of the survey is to establish standards of comparison 
to measure the progress of the work. The survey now in 
progress fixes the original conditions with which work 
in future years can be compared. 

A part of this survey is a study of meteorological con- 
ditions. The Weather Bureau of St. Louis is co-operating 
closely in this work. A study of the atmospheric conditions 
of the St. Louis district is being made including wind di- 
rection, wind velocity, fogs, humidity, barometric pressure 
and various other phenomena observed by the Weather 
Bureau. This study covers a period of twenty years, which 
will establish constants as to wind movement, etc. 


Damper Open 








Fig. 8—Thirty minutes later 


The league is now making a series of Ringelmann 
Chart readings covering the following classes of smoke 
producers: railroads, brick yards, industrial plants, large 
heating plants and domestic heating plants. These read- 
ings are scheduled to cover all hours of the day and also 
different periods of the year. When this work is finished, 
reliable hourly smoke density will be available for all the 
classes of smoke producers under consideration. In con- 
nection with this a fuel survey of the district is being 
made. Statistics are being compiled showing the amount 
and character of fuel used in the metropolitan district. 
The total tonnage of fuel is being traced and divided up 
among the various classes of fuel users as mentioned 
above. When this work is completed it will be possible 
to tell definitely the smoke density of each class of smoker 
and also the proportion of the total smoke made by this 
class. 

Another part of the survey work is the soot fall study. 
Nineteen standard locations have been selected in 5t. 
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Louis and suburbs including the east side. Standard jars 
were placed on the roofs of buildings at the locations 
selected, the jars being used for collection of precipitates 
from the atmosphere. This work was started on Novem- 
ber 1st. On December 1st, the jars were collected and the 
material dried, weighed and ignited so that the weight of 
combustible material is obtained. This is calculated in 
terms of precipitation of soot in tons per square mile per 
annum. This is the figure used in making similar surveys 
and can be compared with results in other cities and also 
with results in future studies in St. Louis. During the 
month of November the soot fall varied from 77 to 2,880 
tons per square mile per annum in the various locations. 
The average was 
775 tons. The soot 
fall in other cities 
having a smoke 
nuisance varies from 
150 to 2,000 tons 
per square mile per 
annum. 


AFTER THE 
SMOKE OF- 
FENDERS 


HE LEAGUE 
i 1 1 7 Fig. 9.—You will find it convenient to 
§ also Planning have a sprinkling can to wet the coal 


to divide the city and Iay the dust and ashes, says the 
into eight districts Firing School 

and have an _ in- 

structor working in each district. Each man will observe 
the smoke offenders in his district and will follow these 
up by endeavoring to get the janitors or firemen to attend 
the furnace firing school. If he has already attended the 
school, the instructor will endeavor to see that he uses 
the correct firing methods. The instructor will be a prac- 


Bent of this angle aa.” Nn 
0. 
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Fig. 10.—Firing tool recommended by 
the Firing School. The blade is 8 to 10 
inches long and 4 inches wide 


tical man who will actually fire the furnace or boiler, if 
hecessary. Experience in other campaigns has shown that 
ho amount of education and equipment will reduce the 
smoke unless the matter is followed up in this manner. 
A striking illustration of this has been furnished us during 
the past year when the supervision was withdrawn in Salt 
Lake City, and in a period of two months the smoke con- 
ditions went back four years notwithstanding the fact that 
every furnace of any size was properly equipped and the 
man instructed. Another feature of this work is that it will 
show the results of the league’s activities. The chronic 
smoke offender will be detected at once and special efforts 
can then be made in education of the operators and in- 
Stallation of additional equipment, if necessary. This 


Work has not yet been started in a comprehensive way 
but is being tried out in a small district. Work of this 
hature in other cities has shown an immediate reduction 
in smoke of at least 50 per cent. 

The work in the educational division of the league is 
organized on a comprehensive scale. Twelve committees 
are working in this division. Luther Ely Smith, a well 
known St. Louis attorney, who has been prominent in 
Many civic organizations, is chairman of the educational 
division. The school committee has prepared a course 
in heating and furnace firing for use in the junior high 
school and high schools of St. Louis and vicinity. The 
board of education has incorporated this in their latest 
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curriculum bulletin. This is now being studied by the 
instruction staff and is being tried out in some of the 
schools. Undoubtedly it will be adopted in some form 
by the St. Louis public schools. Negotiations are under 
way with the suburban schools, parochial schools and 
the private schools. The speakers’ committee has en- 
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Fig. 11—Showing the design of the down-draft baffle used in 
the Firing School 


listed the services of about 60 men and women, who have 
agreed to give their services for a comprehensive speaking 
campaign being carried on by the league. Addresses have 
already been made before about 150 organizations. The 
Boy Scout committee has arranged for distribution of 
literature throughout the city by the boy scouts. Other 
committees have arranged for janitors to attend the firing 
school, for the preparation of material for talks, for dis- 
tribution of lantern slides to the moving picture theatres 
and for the preparation of standard firing cards. 

The publicity and promotion division has already ob- 
tained a tremendous amount of publicity for the smoke 
abatement campaign. An experienced publicity man is 
now devoting several hours each day to this work and as 
a result the St. Louis newspapers carry an article about 
the activities of the league almost every day. The press, 
some of the advertising agencies, the associated retailers 
and many others have given fine co-operation in this work. 
Publicity is an important part of such a campaign. The 
greatest weapon in the hands of those directing the smoke 
campaign is the force of public opinion. The tremendous 
damage done by smoke and its detrimental effects on 
vegetation and on the health of our citizens must be 
brought home to the people through publicity. The public 
must be thoroughly aroused to realize the damaging and 
detrimental effects of smoke and to understand that it can 
be reduced to a minimum by education and co-operation. 

The league recently 
organized a new divi- 
sion known as the 
damage and loss divi- 
sion. The chairman 
of this division is 
Prof. A. §S. Langs- 
dorf, director of the 
department of engi- 
neering and research 
at Washington Uni- 
versity. The other 
members of this divi- 
sion are well known 
physicians in St. 
Louis. This division 
is conducting investi- 
(Continued on Page 64) 














Fig. 12—Put the kindling on top of 

the coal, says the Firing School. 

This makes the work lighter and 
eliminates smoke and soot 
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Left to right: President-elect A. B. 


retiring president; R. T. 


Dibble, New Haven; C. U. 
Rock of Bridgeport, member of standardization 









Neumann of West Haven, treasurer; P. J. Brown of Middletown, 


committee of National Association; A. A. Mills of 


New Britain, newly elected seeond vice president, at the annual convention of the Master Plumbers’ Association of Connecticut 


Many Attend Connecticut Meeting 


A. B. Dibble, of New Haven, Is New President 


PRECEDENT established three years ago by 
Association of Connecticut, of 
the latest plumbing 
heating appliances in conjunction with the yearly conven- 


HE 
the Master Plumbers’ 


arranging an exhibit of and 
tion, and the resolution enacted in 1924 which authorized 
an amendment to the by-laws, making the annual conven- 
tion a two-day meeting, were both upheld by the delegates 
sitting in the thirty-seventh meeting of the organization at 
Red Men’s Wigwam, Bridgeport, Conn., May 10 and 11. 
of plumbing and 
program of enter- 
3ridgeport associa- 
and his executive 


educational exhibit 
the elaborate 

members of the 

tion, State President Philip J. Brown 
staff had laid program which embraced addresses 
and discussions of great moment to the members. 

The the 
the names of A. B. Haven to head the asso- 
the next fiscal year; R. C. Arnold of Bristol, 
vice president; A. A. Mills of New Britain, second 
vice president; G. S. Bull of Hartford, financial secretary, 
and C. U Their slate 
received the concurrence of the body, as did the president- 


In addition to the 
heating 


tainment 


materials, and 


devised by 


out a 


designated for presented 


Dibble of New 


committee purpose 


ciation for 
first 


. Neumann of West Haven, treasurer. 


elect’s choice of A. George Purdue of New Haven as sec- 


retary. Neumann and Bull have succeeded them- 


President-Elect Dibble and George 


Messrs. 
selves for many years. 
Wigglesworth of Naugatuck were named as delegates to 
the National Convention 


RESOLUTIONS FAVORED 
the resolutions and recommendations acted 


MONG 
upon favorably by the convention were included: A 


present a the national 
the national speakers’ 
bureau, consisting of master plumbers in various parts of 
the public gatherings. 

It was voted to request the endorsement of the national 
they are 


resolution to recommendation to 


body calling for formation of a 


country, to address 


association in support of state exhibits where 
conducted on a budget plan and under the management of 
a state organization for the mutual interest and advantage 
of the manufacturer, wholesaler and plumber who benefit 
by the advertising, uses and sales of sanitary appliances 
in the territory where exhibits are held. 


to request that the 


It was also voted 


national body bring about a mutual 


understanding of this with the Eastern and Central Supply 
Associations. 

The incoming board was empowered to levy an assess- 
ment up to five dollars, if it is needed, to defray the ex- 
penses of the state association during 1927-1928. 

The convention also went on record as favoring the sale 
and installation of gas appliances by plumbing and heat- 
ing contractors. The board of directors was charged with 
the appointment of a committee of three to take up this 
matter with all parties concerned and report at the next 
meeting. 

The use of the seal of the national organization by 
every member of the state association on his stationery 
and advertising matter was also voted. 

The appointees of President Philip J. Brown of Middle- 
town on committees were: Sergeants-at-arms: C. K. Bay- 
lies and F. C. Brady, both of Bridgeport. Memorial: B. F. 
Judd, New Haven; H. J. Kennedy, New London, and 
G. D. L. Raymond, Stamford. Auditing: W. J. Wade, 
Bridgeport; J. M. Forger, Norwalk and C. E. Coe, New 
Haven. Nominating: Robert Davidson, Hartford; W. J. 
Henry, New Canaan, and A. R. Thorpe, New Haven. Cre- 
dentials: George S. Bull, Hartford; J. M. Richenbach, 
Waterbury, and J. E. Daley, Wallingford. 

A statement from President Brown formally requested 
the members to join with Massachusetts in going to the 
national convention. Vice President Dibble read a letter 
on the same subject from the Chicago and Northwestern 
Railroad, which quoted a $99.00 round trip rate from 
Hartford and a $175.00 rate which includes many side 
trips. 

Mrs. J. E. Berger, in behalf of the Women’s Auxiliary, 
presented President Browu with a basket of roses just 
before adjournment for the first day. 

The activities of the second day were begun with al 
inspection tour of the Bridgeport Brass Co.’s plant. Carl 
F. Dietz, president of the concern, welcomed the visitors 
in a brief address. 

Reconvened in the convention hall, Secretary Umba 
read the minutes of the executive board meetings which 
were held monthly. These gave a clear picture of the 
board’s activities throughout the year. 

Charles J. Samuel, plumbing and heating contractor of 
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Montclair, N. J., and special representative of the Na- 
tional Trade Extension Bureau, brought the respects and 
good wishes of William J. Bergner, secretary of the bureau, 
who was unable to be present, and also those of Walter 
Grub, president of the New Jersey Master Plumbers’ As- 
sociation. Mr. Samuel began his talk with the statement: 
“T am glad to come here as a representative of the T. E. B. 
because it has done so much for me in building up my 








Top picture, left to right: Chris Day, Bradner & Lynch Co., 
Meriden; J. W. Olayos, Wallingford; Albert Kusslow, Meriden, 
and C. J. Heible, Hartford.—Bottom picture: C. A. Benson, 
Cc. W. Carlson, W. J. Wade, J. F. Molden, plumbing inspector, 
and Howard F. Bryant, all of Bridgeport, at the annual 
convention of the Master Plumbers’ Association of Connecticut 


merchandising business and has been indispensable in my 
accounting system.’’ The whole discourse given by Mr. 
Samuel was a direct recounting of the actual application 
of T. E. B. methods, followed closely in his instance with 
the resultant successful business. In concluding, Mr. 
Samuel told of the $500,000 T. E. B. budget for the com- 
ing year and urged the master plumbers to contribute in- 
dividually to this fund, which is to be used to make for 
better business. 


COMMITTEE REPORTS 

HAIRMAN A. A. MILLS, reporting for the legislative 

committee, gave the convention a summary of the 
activities of his group since the convention of last year. A 
humber of meetings were held in New Haven, Bridgeport, 
Danbury and Waterbury in conjunction with the board 
of directors, and a bill was drafted in which was em- 
bodied a minimum state code. The portions objectionable 
to the state legislature two years ago were omitted and 
the bill was presented to the legislative body. When it 
came up for a hearing at Hartford a large delegation of 
members was present, but the bill was unfavorably re- 
ported. Both Newington and Plainville adopted new codes 
during the year and a number of other suburban commu- 
nities are working along these lines. 

A. B. Dibble, chairman of the sanitary committee, re- 
ported that no official statement had been prepared, as his 
colleagues had been working with the legislative commit- 
tee, inasmuch as during the previous year the question 
of pollution of streams and rivers had been successfully 
handled. 

Harry Kennedy, chairman of the memorial committee, 
Tead a resolution of condolence, a copy of which was or- 
dered mailed to each of the families of the deceased mem- 
bers: Charles Beebe, Jeremiah Cronin, Hugh McPartland, 
all of New London, and John J. Mullings of Hartford. 
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H. F. Stenstream, chairman of the apprenticeship com- 
mittee, recommended in his report that closer relations 
with trade school activities should be established. 


Treasurer C. U. Neumann presented a financial state- 
ment showing a balance of $2,411.79 brought forward; 
receipts, $4,339.65; interest on investments, $84.56; ex- 
penditures, $5,221.33, leaving a balance of $1,614.17. 

R. T. Rock of Bridgeport, in a statement summarizing 
the happenings at a recent meeting in Washington, pointed 
out that the potters have agreed to identify their prod- 
ucts in two classes, primes and culls, rather than as A and 
B grades, and that culls will be marked with two red 
parallel lines. Mr. Rock also called attention to the uni- 
form symbols which have been adopted by architects, en- 
gineers and plumbing contractors. Commenting further 
on standardization work, he stated that gas companies are 
bringing pressure to bear in Washington with the idea of 
having the number of tappings on range boilers increased, 
and urged members to get in touch with members of the 
standardization committee if they felt that the number 
now in each boiler were sufficient. A motion by C. U. 
Neumann, intended to convey to Mr. Rock the opinion of 
the convention that two top, two side and one bottom 
tapping were sufficient, was carried. 


FIELD MAN RECOMMENDED 

RESIDENT BROWN in his report recommended the 
 onene of a part-time field man to increase the 
membership, an increase in dues, the board of directors 
to take up the matter of a code of ethics, an essay contest 
for the year book in which high school children and others 
take part, and a sanitary committee to arrange a meeting 
with the Sheffield Scientific School for the establishment 
of a conference such as the one held at the Massachusetts 
Institute of Technology this spring. The president also 
urged that greater effort be put forth for the adoption of 





Top row, left to right: J. J. Curtin, R. M. Fahy, J. M. Richen- 
bach and E, J. Maloney, all of Waterbury.—Bottom row, left: 
Andrew Johnson, New Britain; right: a part of the New 
Britain delegation attending the Connecticut state convention 


a state code and to get small towns controlled by plumbing 
ordinances. 

At the conclusion of the report made by Secretary Bull 
on the year book it was voted that a remembrance in ap- 
preciation of his efforts be purchased and presented to 
him at the next meeting of the board of directors. 

The presentation of a pair of gold cuff links was made 
to President Brown and an Elks’ ring to Secretary Umba, 
Cc. U. Neumann acting for the association. 

Entertainment and dinners were other features of the 


(Continued on Page 46) 
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A queerly-built street in Mexico. 


Sewage Disposal 
for the Home or Small Community 


Note the open sewer 


The first of a series of articles on the “History of Sewage Disposal” 


OST of us are inclined to think 
M of the science of water supply 

and sewage disposal as one of 
recent origin. In a sense this is true, 
but not entirely so. Modern sanitary 
engineering marks its real beginning 
not earlier than 1850, yet it is well 


known that the Assyrians built sewers 
and drains for some of their palaces as 
early as the eighth or ninth century 
B. C. Notable examples are found at 
Nimrud, where arched masonry drains 
were constructed, this being one of the 
earliest known examples of the use of 
the arch in masonry. The Cloaca Max- 
ima or great sewer of Ancient Rome 
was built in the seventh century B. C. 
and is still used after 2,500 years. 
Among the ruins of Pompeii and Her- 
culaneum, destroyed centuries ago by 
the volcano Vesuvius, are found rude 
plumbing fixtures, drains and sewers. 
The remains of well planned drainage 
systems are found in many other an- 


By IVAN D. WOOD 


BBEQOID ROOFIN 






2x4 x6-0 STUD 
3x6 VENT ‘J 


Je 7-6 STUDS 






























. +12» 











a 
| I. 
Q 
nl 
Ss. ¥ 
“4 
’ * 
a 
it 
>» 4 





a%..4:.0 « ¥Y 





Fig. 1.—If outdoor vault is used it 
should be tight, screened against flies 
and protected from surface flood water 
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cient cities. It is evident that early 
civilizations paid close attention to 
matters affecting health. The Romans 
excelled in the art of sanitary engi- 
neering, as is evidenced by the many 
splendid works which still © remain. 
With the fall of the Roman Empire, 
little progress was made along these 
lines for hundreds of years. During 
the Middle or Dark Ages, pestilence 
and death ran riot over many medieval 
cities, due largely to the impure water 
supplies and terrible accumulations of 
filth. 

Little or no attention seems to have 
been given to bettering these condi- 
tions until the Fourteenth and Fif- 
teenth centuries and then, only when 
necessity demanded, were drains con- 
structed. These simple drains were 
not even water-tight nor self-cleaning, 
but were made of such diameters that 
men might enter and remove the ac- 
cumulated filth. We are told that, 
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even as late as 1815, laws were enforced in England which 
forbade emptying any fecal matter into the sewers. Cess- 
pools were used, either under the dwellings or near to 
them. 

One of the first good books dealing with sanitary engi- 
neering was written by Baldwin Latham in 1873. An 
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Fig. 2.—One type of “tight” or non-leaching cess-pool. The 
contents must be pumped out from time to time, an un- 
pleasant job 


extremely interesting book titled, ‘‘The Sanitary Drainage 
of Houses and Towns,” by George E. Waring, was pub- 
lished in America in 1876. Many of the facts brought 
out in this work might well be followed today. 

The splendid investigational work of the Massachusetts 
State Board of Health, started in 1887 and still under 
way, has done much towards solving the many baffling 
problems of sewage treatment and disposal. It was about 
1880 that sewerage systems began to be adapted to smaller 
towns, while today sanitary measures of the strictest sort 
are observed in many small villages, the dangerous well 
having been replaced by a municipal pure water supply. 
In the meantime, the old filthy cesspool has given way to 
a well-planned system of sewers leading to a disposal 
plant, 


IMPORTANCE OF SEWAGE TREATMENT 
\ 7 ARING, in the book before mentioned, says: ‘‘The 

evils arising from sanitary neglect are as old as civi- 
lization, perhaps as old as human life, and they exist about 
every isolated cabin of a newly settled country.’’ He 
goes further to explain that as cabins accumulate into 
hamlets, hamlets into villages, villages into towns and 
towns into cities, the evil becomes more intense so that 
a single center of contagious disease may spread havoc on 
every side unless sanitary precautions have kept pace with 
the increase of population. These thoughts, written 50 
years ago, are as true today as ever. 

Dozens of examples could be cited to show what happens 
when a water supply becomes even slightly contaminated 
With sewage. At Lincoln, Neb., in the year 1911 a sewer 
contaminated a well serving probably one-fourth of the 
45,000 inhabitants. Three thousand cases of diarrhea 
Tesulted, and some 300 cases of typhoid, causing many 
deaths, developed a few days later. 

The death rate in unsewered towns fifty years ago was 
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alarmingly high. We read that the number of deaths from 
typhoid was reduced almost 50 per cent in twelve small 
towns in England by the building of sewerage systems, 
which we now know were far from perfect. We know 
that the epidemics of yellow fever at Memphis and at New 
Orleans, which caused hundreds of deaths in the last fifty 
years, were due to poor sanitary conditions. How many 
hundreds of cases of disease and how many deaths are 
caused from drinking water contaminated with sewage 
in our small towns and villages, we do not know. It has 
been estimated, however, that 250,000 deaths and more 
than 4,500,000 cases of illness occur in the United States 
each year from diseases which might be prevented by 
proper sanitary methods. 

All cases of typhoid are not contracted through the 
drinking water, however. Milk and other foods which are 
contaminated will of course spread disease. The hook- 
worm condition affecting much of the South is due in a 
large measure to improper methods of sewage disposal. 
The individual suffering with hook-worm passes with the 
excreta, thousands of hook-worm eggs. These eggs hatch 
into minute worms, and if the excreta is scattered about 
on the ground surface, these worms may be swallowed on 
green vegetables or picked up by the feet of barefooted 
individuals or those with poor shoes. These worms find 
entrance into the body, causing hook-worm. It is esti- 
mated that 2,000,000 persons in the United States suffer 
with this disease. 


PRIMITIVE MEANS OF DISPOSAL 


T IS probable that primitive man gave no more thought 
I to sanitation than did the animals of the field. He 
lived in small isolated villages and roamed over large un- 
inhabited areas. The streams soon became dried and 
mixed again with pure earth to become harmless. 
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Fig. 3—The leaching cess-pool. The contents partly leach 
away into the surrounding soil. A source of danger to sur- 
rounding water supplies 


Even today in the Far East, where the crowded popu- 
lation depends on intensive agriculture and where animal 
manure is scarce, human excreta from the towns is gath- 
ered every day and carried away to the fields. Similar 
systems exist in some European countries, notably Russia, 
where few cities have even a crude sewer system. Even in 
Petrograd, household wastes are collected for the most 
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part in cesspools which are pumped out at night at inter- 
vals, the contents being removed in metal carts. It is 
hauled to a central disposal plant and finally discharged 
through a sewer leading to the harbor. 

In the United States there are approximately 6,500,000 
farms and only one in ten has any plumbing whatsoever. 
In more than 5,000,000 of these farm homes, very crude 
systems of sewage disposal are used. Hundreds of small 
villages are no better equipped. 

Those families, which have no water supply in the 
home, use, for the most part, the simple privy with an 
unlined vault dug in the ground, and even those homes 
having indoor toilets often use the cesspool. 
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Fig. 4—An actual example of a 





leaching cess-pool which 
filled up. It was covered with old planks. Not only danger- 
ous to health but actually dangerous to life and limb 


THE PRIVY VAULT rs 

N ten years’ experience with problems affecting rural 
I sanitation, I have not seen ten properly constructed 
outdoor privies in all the thousands of farms visited. 
Often when water is piped into the house, the farmer fin- 
ishes the job up right by installing a septic tank, but he, 
in some cases, wastes time and money, besides endangers 
the health of the family, by building a cesspool. 

The dangers from the outdoor vault are two-fold. In 
the first place, the building covering the vault is not made 
tight and is almost never protected against flies. It has 
been repeatedly proved that flies alighting on fecal matter 
may collect germs on their legs and carry them into the 


house, where the food supplies may be infected with dis- 
‘ 


ease germs such as may cause typhoid fever or other 
intestinal diseases. 

The other danger comes from the collection on the 
place of a quantity of fecal matter in a partly decayed 
Who knows when it may be carried down into the 
water supply through a subterranean crevice? Or who 
could guess the result should a heavy rain flood the open 
vault and overflow on the surface into the well? If the 
outdoor toilet is used, it should be made with a tight con- 
crete vault; it should be well ventilated and protected 
against flies with screens over the ventilating openings 
and tight covers as shown in Fig. 1. 


state. 


THE CESSPOOL 
HE OLD CESSPOOL is a relic of barbarism which 
rigor be prohibited by law in every state in the 
Union. There are two varieties of cesspools, the ‘‘tight’’ 
and the ‘‘leaching.”’ 

The tight cesspool is a receptacle for receiving and 
storing liquid sewage. It usually consists of an excava- 
tion dug in the ground and lined with masonry. A tight 
cover is also used. 


The house sewer empties in near the 
top. When full, the contents must be pumped out and 
emptied on the fields. 
who built a splendid 


I know of one instance of a farmer 
tight cesspool and when it filled, 
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pumped the contents into an old well, where it was out 
of sight, but what of the results. It can be stated with- 
out reserve that any tight cesspool is a nuisance, since 
the removal of the half-decayed sewage is an unpleasant 
and costly job at best, and, far too often, proper care is 
not exercised in emptying at the proper time, and I have 
seen the effluent from an over-full cesspool trickling out 
on top of the ground with the chickens and hogs messing 
around in it. 

The leaching cesspool is simply an excavation loosely 
lined with masonry into which the house sewer empties. 
The liquid contents partly leach away into the surround- 
ing soil and often into sand or gravel strata, or rock crev- 
ices which may carry the contamination great distances. 
It is generally true that the leaching type soon clogs up 
the passages in the soil and must be cleaned out. Thus 
it may be seen that the owner of property who attempts 
this method of sewage disposal will sooner or later be 
subject to the nuisance which has been mentioned in re- 
gard to the non-leaching or tight type of cesspool. There 
are, of course, instances on certain farms where the 
water supply is obtained from a great distance from the 
house and where there would be little chance of contami- 
nation, but these instances are rare indeed. 

It is often true that villages of even more than 1,000 
inhabitants still permit the building of cesspools and allow 
the use of the outdoor vault. In time the whole ground 
under such a village becomes contaminated and disease 
is the inevitable result. I am familiar with a village in 
the South where the ground was underlaid at a depth of 
about 6 ft. with an impervious strata of rock. Most of 
the wells of the village were of shallow depth known as 
surface wells. Sewage disposal was accomplished by means 
of leaching cesspools. It was shown that the cesspools, 
on filling up above the rock strata, discharged their con- 
tents in every direction, and consequently well water be- 
‘ame impure. Scarcely a summer passed without many 
cases of what was known locally as ‘‘slow fever’’ at that 
It was, by the way, nothing more nor less than 
So far as I know the 


time. 
typhoid and caused many deaths. 
condition still prevails. 

Another dangerous type of sewage disposal which is 
actually used in sections of the Middle West consists of 
emptying the effluent from septic tanks and other house- 
hold wastes into deep board wells which extend 40 or 50 
feet into the ground until a strata of sand or gravel is 
encountered. It would seem that common human intelli- 
gence should condemn any such practice, since in many 
instances the water supply is obtained from the same sand 
strata. Is it any wonder that one out of every thirteen 
persons living in rural America has had typhoid fever? 

Looking these facts squarely in the face, it seems we 
must conclude that any such means of sewage disposal is 
little less than criminal and should be prohibited by law. 


OTHER MEANS OF SEWAGE DISPOSAL 

NOTHER simple means of sewage disposal, consist- 
A ing of a removable receptacle in place of the vault, 
provided with means for covering the contents with dry 
dust, lime or ashes, has been suggested and numerous 
pamphlets have been written dealing with its virtues. 
Enough of the dry material must be added each time to 
absorb all the liquids present and the container must be 
emptied from time to time in a safe place such as the open 
fields. Undoubtedly this system would be satisfactory if 
followed out to the letter, so far as sanitary measures are 
concerned, but any one familiar with the conditions in 
America must realize that the whole proceeding is en- 
tirely impractical, since it calls for too much individual 
attention, which, in most cases, would never be given. 


(Continued on Page 66) 
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December 16, 1773: ‘The Boston.Tea Party” at Griffin's Whart 











North Carolina Donates $500 to T.E.B. 
for Promotion Program 














Official photograph of delegates attending the annual convention of the North Carolina Associa- 
tion of Plumbing and Heating Contractors, held at Asheville, May 9 and 10 


EETING in Asheville for its 17th annual conven- 
M tion, the North Carolina Association of Plumbing 
and Heating Contractors, Inc., gave two days, 
May 9 and 10, to discussion and study of matters of vital 
concern to all the members, and listened to several ad- 
dresses suggesting progressive business methods. Follow- 
ing the address of Henry E. Longley, ex-president of the 
National Association and now a national director, in 
which he outlined the plans of the National Trade Exten- 
sion Bureau for an expanded program of activities, the 
North Carolina association voted the sum of $500 to help 
swell the fund which is to finance the new program. 
xreat heartiness in support of the idea was in evidence. 
HE men selected to carry on the activities of the 
poral during the next twelve months were: 
President, L. P. Paschall, Durham; first vice president, 
John Vance, Asheville; second vice president, F. W. 
Brownlow, Winston-Salem; secretary-treasurer, John C. 
Parrish, Durham. 

Convention committees appointed by President E. R. 
Harding of Greensboro were as follows: Auditing Com- 
mittee: S. A. Tomkins, Charlotte ; L. P. Paschall, Dur- 
ham; E. B. Grady, Concord. Resolutions Committee: 
H. E. Longley, Wilmington; H. Hackney, Charlotte, and 
H. W. Kindler, Asheville. Nominating Committee: L. N. 
Brickenstein, Winston-Salem; E. B. Grady, Concord, and 
H. W. Kindler, Asheville. 

Delegates to the national convention were: L. P. 
Paschall, H. Hackney, L. Brickenstein, J. M. Hunt, Drew 
Ritchie, Wilbur Dosher. 

With President Harding in the chair and the prelimi- 
naries out of the way, those in attendance listened to 
their president’s report in which he cited the fine support 
he had had from members. Following this the construc- 
tive report of Field Secretary J. C. Little was read. 

He reported that during the year the gain in associa- 


THE NEW LEADERS 


tion membership had been 49 members, or 169 per cent, 
which included the addition of the full membership of 
the Winston-Salem local and the creation of new locals at 
High Point and Greensboro. The increased membership 
includes representatives in twenty towns in which hitherto 
there have been no state memberships. 

Mr. Little’s recommendations covered practically the 
entire field of association activity. He asked for greater 
consideration between members working in each other’s 
cities. He outlined a plan to increase the efficiency with 
which the routine duties of the association office might be 
carried on. His very complete review of the advertising 
activities of the association indicated that the system of 
direct-mail advertising has been more effective and more 
economical than previous forms employed. He pointed 
out that to get the best results from collective advertising, 
each member ought to advertise locally and so become 
closely identified with the general effort. 

Mr. Little particularly stressed the need for local mem- 
bers to indicate their connection with the association, and 
to be more vigorous in calling attention to the association 
guarantee. The means for doing this are available, he 
pointed out, in referring to such advertising service as is 
available in the trade press in the form of the ‘“Advertis- 
ing Editorial” service, a weekly feature of “Domestic En- 
gineering.”’ 

Other matters upon which the report touched were too 
numerous to mention in detail. Outstanding among them 
was the fact that, through the good offices of the associa- 
tion headquarters it was possible to make adjustments in 
six cases where members were being affected by adverse 
rulings or other circumstances. Mr. Little requested that 
the members take up their difficulties in greater numbers 
than they have hitherto. He recommended the zoning of 
the state for district meetings; the creation of a sinking 
fund with which to meet emergencies; greater activity in 
apprentice training; co-operation this summer in a pro- 
gram of farm education with the state agricultural college. 
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More than 750,000 Ideal-ARCO Boilers are in use. You will find them in 
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Get Your Share of the Profits 


FROM THE 


Quick Turnover 


OF THE 


HUDSON 


Portable Shower 





Exclusive Features 
Special fast-grip bulb of cast-alum- 
inum — connects with any bath- 
cock — positively will not blow off 
—over-size washer can be renewed 
when necessary. 
Rubber tubing held to bub by 
aluminum nut designed to perm-t 
replacement of tubing when worn. 
Over-size 74-inch rain shower head 
| delivers large vo'ume of water. 
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Progressive dealers furnished 
with cuts and circulars with 


their imprint, free-of-charge. 


BROOKLYN NEW YORK 


Dc acers handling this serviceable, 
attractive and economical summer spec- 
ialty report unusually profitable results 
because it sells on sight and shows an 
extremely rapid turnover when properly 
merchandised by progressive dealers. 


Ask your jobber for quotations 
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One of the interesting reports of the meeting was that 
of S. A. Tompkins of Charlotte, who is a delegate of the 
state association to the Allied Construction Industry. This 
organization was formed during the past year and is com- 
posed of all those connected with the building industry. 
It was pointed out as significant of the position of the 
plumbing and heating industry in the state that Henry E. 
Longley was elected president of the new organization. 
The general idea of the Allied body is to advance the in- 
terests of all concerned with building activities, 








New state officers of North Carolina association, left to right: 
J. C. Parrish, secretary-treasurer, Durham; L. P. Paschall, 
president, Durham; F. W. Brownlow, second vice president, 
Winston-Salem; John Vanee, first vice president, Asheville 
CONSTRUCTIVE SPEECHES HEARD 
HE speakers for the T. E. B. were L. V. Nolan, South- 
Sa director of the bureau, and Col. W. G. Archer, 
who outlined the efforts of the bureau to develop and 
make available to the industry better business methods, 
better trade relations, greater association spirit, and in 
general to afford a useful service to the industry. 

On the second day of the meeting, J. A. Gawthrop, sec- 
retary of the chamber of commerce of Greensboro, ex- 
tended an invitation to the association to hold its next 
convention in his city. H. G. MacKenzie, who is field sec- 
retary for Southwest Virginia and Northeast Tennessee, 
gave the delegates some idea of what his association is 
trying to accomplish and extended a hearty invitation to 
attend its convention in Nashville. 

C. W. Wanger of Woodward-Wanger Co., Philadelphia, 
addressed a message of some length to the delegates, on 
the subject of better merchandising methods. During the 
course of his talk he asked his audience to consider the 











Left to right: L. U. Noland, Noland Co., Ine., Newport News, 

Va. and a director of the National Trade Extension Bureau, 

W. G. Archer, of the Trade Extension Bureau, and Henry E. 
Longley of Wilmington, national director 


‘ase of the plasterers, the carpenters and the bricklayers, 
who have only labor to sell; and pointed out that the 
plumbing and heating contractor has a wonderful oppor- 
‘unity to make use of merchandising of materials to his 
Profit. The retailer is the important division of the in- 
lustry contacting with the public, and, since the manu- 
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facturing capacity is so great, it is up to the retailer to 
merchandise in such a way as to produce a greater volume 
of business. 

A fine record was brought out during the meeting on 
the second day. H. W. Kindler, sole member of Asheville, 
took the floor to announce that fourteen of the men of 
Asheville engaged in the plumbing and heating business 
had joined the state association—an achievement due en- 
tirely to his efforts. 


RESOLUTIONS PASSED 

HE Resolutions Committee, headed by Henry E. 

Longley, took from the president’s report and the 
report of the field secretary the various recommendations 
made, discussed them and put them in the form of reso- 
lutions. They covered the following matters, and were 
unanimously approved, or left to the discretion of the 
incoming officers: 

A schedule of reduction in dues was recommended and 
carried. The field secretary’s recommendation with ref- 
ence to organizing the office work of the association was 
referred to the incoming administration, as was the mat- 
ter of the purchase of an automobile for the field secre- 








Left to right: 
Greensboro; J. 


J. C. Little, state field secretary; Ed. Harding, 
A. Haley, Charlotte; Leon Lawrence of Mott 
Southern Co., Charlotte 


tary. The appropriation for advertising is to be left to 
the judgment of the incoming officers, who were also in- 
structed to set up a Constitution and By-Laws Committee 
to study the association’s constitution and by-laws with a 
view to eliminating certain discrepancies. The idea of 
zoning was carried, the incoming officers to serve in their 
sections of the state as zone directors, and to select others 
from other parts of the state from among the executive 
committeemen. 

Resolutions concerning co-operation in a farm educa- 
tional program with the state college of agriculture were 
carried and a resolution was adopted that*North Carolina 
arrange a conference similar to the one recently held at 
the Massachusetts Institute of Technology be referred to 
the incoming administration, as was that one which re- 
ferred to co-operation with the activities of the General 
Federation of Women’s Clubs. It was decided that, if 
finances permitted, the field secretary should attend the 
annual T. E. B. conference for presidents and secretaries, 
and also that a committee be appointed to study the pos- 
sibility of setting up at Duke University a scholarship sim- 
ilar to that at Carnegie. 

In the closing moments of the meeting $100 was do- 
nated to the Red Cross for the relief of the Mississippi 
valley sufferers; it was decided to leave the date of the 
semi-annual meeting, to be held in Charlotte, and the 
place of the next annual convention, to the incoming 
officers and directors. 

Following the meeting the delegates enjoyed an auto- 
mobile tour, winding up at the farm of Sam Stevens just 
outside Asheville, where a buffet supper was served. Mr. 
Stevens is one of the founders of the state association and 
has been active in its doings since it was founded. 














Left to right: 


ville, re-elected secretary; Jacob Isaacs of Louisville, re-elected state president; John J. 


Frank J. Lavanier of Covington, president, Kenton Campbell County association; George F. Roser of Louis- 





Vogelpohl of Cincinnati, Ohio, 


past president and director of the National Association of Master Plumbers; E. D. Hannan of Paducah; A. Kruse of Newport, 
retiring vice president 


Kentucky Appoints Joint Sanitary Board 
Jacob Isaacs Made President for Eighth Term 


code in Kentucky, the Kentucky State Association 

of Master Plumbers and Sanitary Engineers en- 
dorsed the idea of a state joint sanitary board, appointed 
the board and gave it the full authority of the association 
to do what work was necessary to put a state code through 
the legislature, and to work out any system of improving 
the sanitary condition in the state. The impetus to the 
movement was given by the unsanitary conditions prevail- 
ing in the smaller cities and the rural sections of the state, 
where no inspection of plumbing is required, and any 
inexperienced mechanic is allowed to install plumbing 
work. This board was appointed at the thirty-first annual 
convention of the association, held in Newport, May 9, 


10 and 11, with headquarters at the Glenn Hotel. 


\ S THE preliminary to securing a state plumbing 


RE-ELECT ISAACS PRESIDENT 

ACOB ISAACS of Louisville was re-elected president of 
J the association, having already served seven terms in 
that office from time to time. George Holland of New- 
port was elected vice president. George F. Roser of 
Louisville was re-elected secretary. The board of di- 
rectors appointed by the president is to be composed of: 
William Beuttel of Covington, E. C. Kelley of Covington, 
F. V. Bosemer of Louisville, and Charles Whitehead of 
Frankfort. 

The Louisville Joint Sanitary Board, composed of six 
master plumbers and six journeyman plumbers, was rep- 
resented at the meeting. In that city the board has been 
functioning for some time, and has been of great benefit 
to the plumbing business and the public at large through 
its efforts to see that the plumbing ordinance is obeyed. 
John Zehnder, chairman of that board, told something of 
its activities. He said that the board was working on a 
state law by which master plumbers would have to take 
an examination showing their competence before engaging 
in the business. Under the present law, the state board 
of health is powerless to act on any unsanitary plumbing 
installation until it actually becomes a public nuisance, 
and disease and death often result from poor plumbing 
long before it becomes a public nuisance. 

Mr. Zehnder distributed a pamphlet compiled by the 
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Louisville sanitary board to be distributed to clubs and 
other organizations, where it may be read to the public. 
In it is pointed out the necessity for a state plumbing 
code, and the good such a code will do for the public. It 
shows how present conditions are very unsanitary in many 
cases, and that means should be taken to abolish them. 
The means, according to the pamphlet, is the passage of 
a state code. Following Mr. Zehnder, the other membe7s 
of the Louisville board who were present talked on the 
necessity of appointing a state board and working out the 
means of passing a code. The code advocated is similar 
to that now on the docket of the Illinois legislature, in 
that it is a code which will not interfere with local ordi- 
nances, but merely put minimum requirements in cities 
where no ordinance is now in effect. 


STATE SANITARY BOARD APPOINTED 
HE following were appointed to act as members of 
the Joint Sanitary Board of the State of Kentucky: 
John Zehnder of Louisville, chairman; Fred Perkins of 
Louisville, secretary; John E. Kennedy of Louisville, 
William Beuttel of Covington, Frank J. Lavanier of Cov- 
ington, Heile & Schroeder of Fort Thomas, George Hol- 
land of Newport, A. Velten of Newport, W. C. Moores of 
Lexington, F. H. Tice of Lexington, F. V. Bosemer of 
Louisville, Jacob Isaacs of Louisville, John M. Wilbers of 
Louisville, Robert Layer of Louisville, William Fisher of 
Louisville, E. D. Hannan of Paducah, M. Wittmer of 
Louisville, M. Palmer of Louisville, P. Campbell, P. Fraina, 
and W. Kastner, all of Louisville, J. Scott of Lexington, 

A. Greif of Paducah, and E. Kerler of Covington. 

After a meeting of the board, it reported that another 
meeting was planned, at which time they hoped to have 
Mr. Dugan, sanitary engineer, present. In this meeting, 
which is to be held in Louisville some time during the 
middle of July, it is hoped that plans for a campaign will 
be completed, and the work of putting a code through 
started on a definite program. This report of the hoard 
was accepted by the association, and a resolution was 
passed giving the board full authority to act in behalf of 
the association in the code work. 

(Continued on Page 39) 
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--And Again! 


for the 
West Baltimore General 


Hospital Nurses Home— 


SIMPLEX 
FLUSH VALVES 


Architect: John Freund 

Builder: John Hiltz & Son 

Jobbers: James Robertson Mfg. Co. 

Plumbing & Heating Contractors: James McCray & Son 
all of Baltimore, Md. 
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Simplex Flush Valves continue 
to find favor with those users 
who demand the greatest 
service from their toilet in- 
stallations. 


For the West Baltimore Gen- 
eral Hospital Nurses Home, 
constant day and night use 


was to be met with by the 
flush valve installed. 


Naturally, Simplex Flush 
Valves were selected — their 
reputation for long years of 


service won them the place. 


THE BEATON & CADWELL MFG. CO. 
New Britain, Conn. 


VALVE Y 


MPLEX — 























33 











ENGINEERING 





DOMESTIC 















Fig. 106 
Screwed, Jenkins Standard 
Bronze Globe Valve 

















1g. 370 
Screwed, Jenkins Standard 
Bronze Gate Valve 





















Fig. 168 
Screwed, Jenkins Standard 
Bronze Radiator Angle Valve 
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Fig. 112 
Jenkins Bronze Hose 
Angle Valve 








: Fig. 143 
Jenkins Standard Iron Body 
Angle Valve, Screwed 


























. Fig. 352 
Jenkins Standard Bronze 
Swing Check Valve, 





Screwed Fig.715 
Jenkins Bronze Fire Line 
Angle Valve 





If YOU made 


your own valves 


If you yourself manufactured the valves your men in- 
stall, your customers would rightly hold you responsible 
for their performance. And for that reason you would 
make valves that you could count on to uphold your 
reputation for good work. 

It is well worth your while to be sure of the valves, and 
it is an easy matter. The Jenkins ‘‘Diamond” mark is 
an unfailing sign of a valve which will protect your work 
from unwarranted criticism. It is a sign of a valve well 
made of the best metals, a valve tried and found 
worthy under higher-than-recommended pressures. 
Jenkins Valves are good plumbing and heating valves 
because of their reserve strength which enables them 
to withstand pipe strains—lifting and settling, expan- 
sion and contraction. 

Make sure that every one of your men, too, realizes the 
the importance of the Jenkins “Diamond” mark in 
identifying the genuine. 

JENKINS BROS. 


80 White Street.......... .....New York, N. Y. 


De MONMNINEN MRWIIIE, gn ois ccc bent cccussesenese one eae Boston, Mass. 
oa eS Serre eee ee Phladelphia, Pa. 
ve TE NOUNS oi ico oo p.os nev nic 5.0 s-0s <a vee tne sie Chicago, Ill. 
JENKINS BROS., Limited 
Montreal, Canada London, England 
FACTORIES 
Bridgeport, Conn. Elizabeth, N. J. Montreal, Canada 
. " . ° 
Always marked with the"Diamond 


SINCE 1664 







Fig. 169 
Screwed, Standard Bronze Fig. 124—Screwed Jenkins Standard 












_ Fig. 7 
_ Jenkins Bronze Rapid 





720 


Action Valve 


















Fig. 368 
Screwed, Standard Bronze Gate 
Valve, outside, screw and 
yoke, and rising spindle 








Fig. 707 
Standard Bronze Underwriters’ 
Pattern Hose Gate Valve. 
with boss. 
Sizes 1% and 2% inches. 











Fig. 600 ° 
Screwed, Jenkins Medium 
Pressure Bronze Globe Valve 














Angle Valve, with lock shield Bronze Y or Blow-Off Valve 








Fig. 142 
Flanged Jenkins Standard 
Iron Body Globe Valve 
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Colorado Holds Annual Convention 


EK. B. Clayton Re-elected President 


Society of Sanitary and Heating Engineers was held 
in Denver, May 10 and 11. Headquarters were at 
the Cosmopolitan Hotel, where all of the meetings were 
held, and also the annual banquet, which was the best 
attended affair of its kind ever held by the state associa- 
tion. About 200 people were present. 
Mayor Benjamin F. Stapleton and Fred Farrat, presi- 
dent of the Denver Chamber of Commerce, were on hand 
to greet the delegates and 


"Ts THIRTIETH annual convention of the Colorado 


Mr. Bywater told of the various working committees of 
the National Association and paid high tribute to the 
Women’s Auxiliary for its work to help the apprentices. 
Mr. Bywater brought greetings from National President 
A. J. Wilson, and in closing urged all to attend the next 
national convention. 

The working committees appointed by President Clay- 
ton are as follows: 

Credentials Committee: Samuel Williams of Greeley, 

J. C. St. John of Colorado 





give them a _ whole-hearted 
welcome to the city. Wel- 
coming addresses were also 
made by the State President 
Edwin B. Clayton, Mrs. 
Frank Bordeau, president of 
the Denver Women’s Auxil- 
iary, and Past State Presi- 
dent J. P. Brickey. 





Springs, Ed. O’Connor of 
Denver. 

Auditing Committee. Ben 
Bernzen of Boulder, Fred 


McGee of Denver, John Im- 
hoff, Jr. of Denver. 

Resolution Committee. 
Moses Stone of Greeley, W. 
K. Turpin of Brush, V. A. 
Kiser of Denver. 





NATIONAL DIRECTOR 
BRAVES BLIZZARD 

N SPITE of the fact that 
I the Rocky Mountain 
district was being swept with what is claimed to be the 
worst blizzard in more than fifty years. National Director 
W. A. Bywater traveled all the way across the mountains 
from Salt Lake City to address the convention. 

In his address Mr. Bywater referred to the National 
Association of Master Plumbers as being the greatest or- 
ganization in America, and said that the plumbing busi- 
ness is one of the greatest businesses and the best 
business in the building craft. He said that the national 
association is not organized to fix prices or put any 
master plumbers out of business; but its purpose is to 
educate the master plumbers to be better business men and 
protect the trade and public from the so-called handy man 
who is neither a good mechanic nor a business man. He 
said that the trouble with a great many master plumbers 
is that they will join and pay dues to various clubs, lodges 
and churches and, in spite of the fact that the money that 
pays those dues is earned in the plumbing business, they 
feel that they can not afford to spend the time and money 
necessary to build up their own association. He added: 
“A man never gets any more out of his association than 
he puts into it, and it takes a real man to be a loyal worker 
for his association.” 


Apprenticeship Commit- 


Left to right: National Director W. A. Bywater, Salt Lake tee: J. P. Brickey of Den- 
City, Utah, and E. B. Clayton of Denver, re-elected presi- 
dent of the Colorado state association 


ver, Carl Jaenson of Denver. 

Standardization Commit- 
tee: F. S. Cullyford of Denver, J. J. Laverty of Denver. 

The Resolutions Committee did not bring in a report, 
but explained that the only resolutions presented to them 
were from out of the state and they did not feel qualified 
to pass judgment on the merits of them. 

The two-day convention was given over almost entirely 
to speech making. President Clayton, aside from his re- 
port, spoke of some of the problems facing the industry. 
In part he said: 

“There is a good chance, if we would take advantage of 
it, of making more business. Many of us are growing old 
and have been in this game so long that we think all 
business must come to us or we must do without. After 
reading T. E. B. literature, trade papers, newspaper items, 
etc., and hearing Mr. Wanger and others speak, I am 
convinced that, though it is hard to bring yourself to it, 
work can be obtained by going after it and material sold 
that would not be sold otherwise. I have tried it, both 
personally and by instructions and sales talks to my work- 
men, one of whom has good success in selling closet com- 
binations, closet tanks, closet seats and faucets of all 
kinds. Recently I sold a lady a $10.00 white closet seat 

(Continued on Page 67) 
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Left to right: H. H. Cannon, Pueblo; Samuel Williams, secretary of Northern Coloradv association, Greeley, Colo.; Harold 
Lynn, state secretary, J. P. Brickey, W. H. Hensler, sergeant-at-arms, and A. J. Davis, past national secretary, all of Denver 
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This illustrates the testing of Walworth fil- 
lings. The filting shown 1s not threaded 
deeply enough, for the gauge-notch protrudes 
beyond the face of the fittings. This run will 
have to be discarded. 
























FITTINGS 
are no better than their THREADS 


Tapping a fitting is an important 
process, if the fitting is to be put to 


satisfactory use. There is no ele-' 


ment of experimentation left when 
you take upa Walworth fitting—our 


system of testing takes care of that. 


Every run of Walworth fittings is 
tested to make certain that the tap- 


ping meets the American Engineer- 
ing Standards. If samples selected 
at random do not come up to the 
requirements, the whole run is 
thrown out and the machines reset. 


If your pipe is correctly threaded, 
tight joints can be assured by speci- 
fying Walworth fittings for the job. 


WALWORTH 


Walworth Company, General Sales Offices: 51 East 42nd St., New York 
Plants at Boston, Mass.; Kewanee, IIl.; Greensburg, Pa.; and Attalla, Ala. 


. . - Distributors in Principal Cities of the World... 


Walworth Limited, 10 Cathcart St., Montreal, P. Q. 
Walworth Incernational Co., New York, Foreign Representative 
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Advertising Editorial 


A NEW ONE EVERY WEEK—No. 270 
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Remodel the Bathroom 


HEN THE SPRING cleaning and re- 
decorating is finished, will the bathroom 
be on a par with the rest of the house? 

Will you be as satisfied with it when there are 
visitors as you are with the other rooms? We 
have been remodeling a number of bathrooms 
this spring and would be glad to show you the 
advantages of modernized facilities, and the 
superior beauty of the bathroom when some at- 





A copy of tention has been given to looks as well as utility. 
Kgs rong Come in and see our displays; or telephone and 
ttl Seenich we'll send a competent man to talk with you. 
the entire 


family with 


 snnten (In this space your Name, 


of fun—and Telephone, and 
fact. It isn’t Add 
advertising. Address ) 


Ask for one. 








You Have to Think for Your Prospects 


. er KNOW just how the products you sell will serve the comfort 
and convenience of your prospects. The prospect has any number 
of other things to think about and will, perhaps, never give any thought 
to plumbing unless it is brought to his attention. Advertising is the 
Medium by which you can carry on a consistent educational and selling 
campaign to attract the attention of the prospective buyer in your 
community. We make this campaign easy for you. For $4.20 we'll 
send twelve illustrations and twelve reprints of this page—one each 
Week. All you have to do is hand the cut and the reprint to your 
local newspaper. 
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ALES LETTER 
One a Week—No. 107 





You have a lot of homes in your com- 
munity which have old-fashioned plumbing. 
Have your stenographer send out the fol- 
lowing letter as a sparetime task. It will 
bring business of a non-competitive kind. 


J} O BN BR O W N 
Plumbing : Heating 


Two Rivers, N. Y., 
May 21, 1927. 
Mrs. Edward Jones, 
Two Rivers, N. Y. 
Dear Madam: 

This spring we have been called upon to 
remodel a number of bathrooms. In many 
homes, when the spring cleaning and re- 
decorating has been done, it has become evi- 
dent that the bathroom would no longer bear 
comparison with the other rooms. 

With modernized facilittes the superior 
beauty of the bathroom becomes satisfactory 
to the most exacting of housewives. Atten- 
tion to details, such as the towel bars, soap 
dish, glass holder, etc., gives to the bathroom 
the fastidious qualities so desirable. And, 
further, the remodelled bathroom with its 
new fixtures serves economy in eliminating 
the repairs so often needed for equipment 
which has served its time. 

We should be glad to have you visit our 
store and see our modern displays; or tele- 
phone and we will send a competent man to 
talk with you, make suggestions and give 
you an estimate. 

Yours very truly, 
JOHN BROWN. 


Adlet 


ONE A WEEK—No. 128 


SE THE ADLET copy below. It may be 
U used in a number of ways. First, in the 
newspapers; then for envelop stuffers, blotters, 
special circulars. The copy is printed here for 
your use in any way you see fit. It is short, 
to the point, merchandised around the same idea 
as the Advertising Editorial and the Sales Let- 
ter. Copy it out, add your name, telephone and 
address and hand it to your local paper to be 
run all next week, and study over the matter 
of making use of the copy for other purposes. 








Remodel the Bath- | 
room | 

The superior beauty of the modern 
bathroom will make that all-important 
room compare favorably with the other | 


rooms in the house—especially when 
there are guests. 
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Designed for residential and 
industrial use, with capac- 
ities in Steam from 400 


to 12,000 square feel, and 
in Water from 650 to 19,500 


square feet of radiation. 


Are youa “Service Station” 
jor Heating Plants? 


There are two kinds of so-called ‘‘automatic’’ heating plants: 


1: Those that have to be serviced almost continuously by the 
dealer after the installation. 
: Gas-Era Gas-Fired Boilers that stay put when the installa- 
tion is completed—that really operate automatically with- 
out either your help or the user’s. 


If your past experience has been with the first kind of a plant, 
then you will find the second worth investigating. There’s 


more profit and greater satisfaction—for both you and the cus- 
tomer—in Gas-Era Gas-Fired Boilers. 


CED 


GasEra Gasfired Boilers 


Manufacturers and Western Distributors Eastern Distributors 


L.J. MUELLER FURNACE CO. § RICHARDSON & BOYNTON CO. 


167-REED STREET ~ MILWAUKEE, WISCONSIN 260-FIFTH AVENUE ~ NEW YORK CITY 
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Kentucky Master Plumbers’ 
Convention 


(Continued from Page 32) 


HEAR FROM HEALTH OFFICIAL 
D* J. F. BLACKERBY of the state board of health 


told the association that his board was glad that they | 
had shown a willingness to co-operate, and assured them | 


that the board would do everything in its power to help 
the sanitary work of the association. He said that, as in 
no time in the past, the public wants preventive medicine. 
He cited the times in the past when physicians undertook 
only to cure diseases and ailments already contracted, and 
showed how the modern doctor takes every means pos- 
sible to prevent the inception of disease. The public, he 
said, also wants to prevent illness; they should be taught 
that sanitary plumbing is one of the best possible means 
of doing so. ‘No one profession can contribute more to 
the health of the public than the master plumber,’’ he 
said. 

Dr. Blackerby continued by saying that the master 
plumbers should devote a great deal of time to the pas- 
sage of laws which would make sanitary plumbing a 
necessity to the state. It is especially in the rural sections 
and the smaller cities, the doctor pointed out, that such a 
law is most necessary. And it is especially in the rural 
sections that the idea of a state plumbing code must be 
sold, because 80 per cent of the legislators of the state 
live in rural communities. In trying to put the code 
through the legislature, it must be pointed out to the law- 
makers that it is the rural sections which will benefit the 
most, he showed, and he added that another important 
point to be brought out was that such a code would not 
mean any additional expenditure on the part of the public. 

He said that the public at large had no idea as to the 
relative costs of plumbing materials, and for that reason 
they were always condemning the plumber for overcharg- 
ing. He pointed out that, in his opinion, people seldom 
buy more than one set of plumbing fixtures in a lifetime, 
and so can never really learn what they are worth, as a 
man feels that the one time he has bought plumbing, he 
has been over-charged by the plumber who did the work. 
Very few people stop to compare the costs of plumbing 
with other things in their home, and to compare their 
relative longevity. If people did that, he continued, they 
would realize what a low price they were paying for 
something that gives them the convenience and value 
that plumbing does. On account of this feeling on the 
part of the public, the doctor felt that the association 
should make sure to eliminate from any of its propaganda 
the thought that its actions were anything but an altruistic 
movement. 


COMMITTEES APPOINTED 

HE resolutions committee, as appointed by President 

Isaacs, was composed of the following: W. C. Moores 
of Lexington, George Fulner of Newport, E. C. Kelley of 
Covington, R. O. Dusch of Louisville and Charles White- 
head of Frankfort. A. Kruse of Newport, George Fulner 
of Newport and John H. Fleck of Louisville were the men 
appointed to serve on the auditing committee. 

At the opening meeting of the convention the invoca- | 
tion was delivered by the Rev. Carl J. Merkel. Fred B. 
Bassman welcomed the convention to Newport, and told 
the delegates how much he appreciated the work being 
done in behalf of the health of his city and others. Mrs. 
Fred Miller, president of the Louisville auxiliary, and 
Mrs. L. J. Rosenfield of Louisville, director of the Na- 
tional auxiliary, gave short talks. George Balme, of | 
ington, one of the charter members of the association, 


NGINEERING 





Question A iced It 





IR | 

With a eee Poe tat 
wo 1 Se eA Set : 

EXCEL Unions leave no question 


in your mind as to whether they 
will do the work. 


The experienced contractor and 
worker have but to /ook at an 


EXCEL Union to know that it 


is superior. 


PROVIDENCE FITTINGS CO. 


7 Water Street’ : Boston, Mass. 
New Y ork Office:2ro E. 45th St. 





Listed as standard by the Underwriters’ 
Laboratories 

















SHERWOOD BRASS WORKS, _— and Mt. Elliott Sts., Detroit, Mich, 
Represen 
x, A InToRDAN c9.. -¢ 
wee 7th St. Le Sm. 
s. Tinompee ON. 1401 Chestnut St, F 
PRED G. HOFFMAN, 831 Edgewood Ave, Tr 





DOMESTIC ENGINEERING 


HIS year Honeywell has 

been called upon to fill the 

trade’s requirements for auto- 

maticcontrolequipmentearlier 

than ever before. ‘{] This is 

significant. It means that the 

public is being educated to 

contract for heating equip- 

ment in advance of the heating 

season. {/ It means that the 

traditional practice of waiting 

for the first frost has been overcome—that 

progressive heating merchants have sold the 

public the idea of being ready for the 

first frost instead of waiting for it. It is 

proof that the heating contractor who is a real 

live merchant can make the non-heating season 

productive of substantial financial returns. 

{ Honeywell gives you this opportunity. The 

inconveniences of manual control are fresh in 

the minds of home owners. Sell them auto- 

matic control NOW, so that when next winter 

comes they will be free of those inconveniences. 

And sell them dependable automatic control— 

Honeywell—so you may be assured of cus- 

tomer satisfaction and insured against costly 
service demands. 


The leading manufacturers of heating 
boilers are today recommending 
Honeywell exclusively. Of the im- 
portant automatically controlled do- 
mestic oil burners a_ substantial 
majority is equipped with Honeywell 
controls. 


HONEYWELL HEATING SPECIALTIES Co. 


Wabash, Indiana 


HONEYWELL 


Temperature Regulators 











May 21, 1927 


told how much better sanitary conditions were in this 
country than abroad, and said that the improvements in 
the past years were gratifying to a man who had spent 
most of his life in the plumbing business. 


RESOLUTIONS 
ESOLUTIONS of condolence were passed on the 
deaths of William H. Matlack of Louisville and 
Jack T. Cripps of the Eagle-Picher Lead Co., Cincinnati, 
an honorary member of the association, and copies of the 
resolutions were sent to the families of the deceased. 

A communication from the Virginia state association 
asking that a sum of money be given by the National as- 
sociation for a suitable slogan and sign for the latter 
organization was read. When time for action came, the 
Kentucky association voted that such expenditure was 
unnecessary, and that the present emblem of the National 
association should be retained. 

A resolution was passed that members should pay their 
dues semi-annually in advance, July 1 and December 1, 
any member not paying up in full by January 1 to be 
taken off the roll of the association, and his name not in- 
cluded in the National association directory. Another 
resolution was passed by which the association will send 
$25 to the relief of the victims of the flood. This dona- 
tion was made after the announcement of the donation of 
a similar sum by the ladies attending the convention. 
The Kenton-Campbell County association also agreed to 
send a like amount to the flood zone. 

A resolution to increase the dues of the association was 


| defeated. A resolution was passed, however, to authorize 


the incoming board of directors to change the by-laws of 


| the constitution of the association wherever it was thought 


necessary. 
John J. Vogelpohl, of Cincinnati, Ohio, past president 


| and now a director of the National Association of Master 


Plumbers, represented that association at the meeting. 
Mr. Vogelpohl stated that the National Association was a 


| very unusual organization because none of its officers re- 


ceived any monetary compensation for the time and work 
spent on their part in the behalf of the association. He 


| Said that the National Association had at times had some 
| very unjust criticism from outside sources, and that, un- 


fortunately, some of its members had not defended it 


properly. When some members think of some of the un- 


kind things that have been said about the association, they 
become discouraged and begin to blame the organization. 

He continued by saying that only about one-third of the 
master plumbers of the country were members of the Na- 
tional Association. The other two-thirds reap the bene- 


| fits of the association work, and do nothing but give 
| excuses as to why they should not belong to it, accord- 


ing to Mr. Vogelpohl. For this, he blamed, in some part, 
the members themselves, because many of them had not 
enough faith in the ability of the association to benefit 
them. He said that the average master plumber had not 
kept pace with the progress of the industry, and, there- 
fore, could not tell what had actually been accomplished 
by the association. He added, however, that conditions 
were rapidly improving for everyone connected with the 
business. 

Mr. Vogelpohl said that we all generally take the advice 
of our physicians, lawyers and pastors, and that the public 
ought likewise to take the advice of the master plumber. 
It will do so, if that master plumber is of the kind that 
the public in his community trusts. This confidence can 
be gained only by taking an active interest in the civic 
work of his community, and belonging to the service 
clubs and any other community organizations. If a 


| plumber will interest himself in building up a better com- 
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munity and quit apologizing for the business he is in, he 
will be respected, and his advice will be accepted, accord- 
ing to Mr. Vogelpohl. 

He advocated that every master plumber make some 
merchandising effort. He said that the reason manufac- 
turers and wholesalers established showrooms was that 
the plumber failed to do so, and the former also has some 
obligation to the public. He urged the delegates to have 
some sort of showroom, and to get out on to the front 
streets of their cities, because showrooms create a desire 
for ownership on the part of the public. He said that the 
trouble at present was that a lot of people had not yet 
seen enough of plumbing equipment to create such a 
desire, and that the vision of something is what makes a 
longing for it. 

Mr. Vogelpohl continued by saying that a number of 
master plumbers took their customers to the jobbers’ or 
manufacturers’ showrooms. The trouble with this method 
of showing the wares is that the customer soon realizes 
that any plumber can buy the same goods, and so he goes 
around shopping for a lower price, which someone will 
give him by taking the job without a profit. If you have 
your own showroom, he said, they may not realize that 
they can get the same material down the street at the 
other fellow’s place of business. 

In closing, he said that everyone has his niche in the 
world’s work and that none of us should ever look with 
disdain on the working man or laboring man. Such work 
has to be done, and Mr. Vogelpohl said that the laboring 
man was a successful man if he found that that kind of 
work was his place in the world. Many journeyman 
plumbers will never make good masters, according to Mr. 
Vogelpohl, and their niche is picked out for them. They 
should not try to become masters, and the master who 
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is hiring them should always try to find out if his men 
are capable of ever becoming good masters. 

E. B. Kleine, also of Cincinnati, secretary of the Na- 
Association under Mr. 
talk. He urged 
keep their organization going at full speed all the time, 
as it was absolutely necessary to its success. He said that, 
although you have to keep digging to keep an organiza- 
tion together, it is worth the effort in the long run. Ed- 
ward Frank of Cincinnati, past president of the Ohio state 


Vogelpohl’s administration, 
the Kentucky 


tional 


gave a short masters to 


association, expressed pleasure in attending the Kentucky 
convention, and spoke on the benefits of association work 
meeting held at the 
hall, and to which the public was invited, Col. William G. 
Archer of the National Trade Extension Bureau, held the 
audience by an unusual address. Col. Archer started out 
by saying that the greatest benefit to the the 


country was the organization of the ladies’ auxiliary, and 
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that he was very much pleased by seeing so many ladies 
present at the meeting. He continued by telling of the 
expanded program of the bureau, and told how the addi- 
tional funds to be raised were going to be used in promot- 
ing plumbing and heating throughout the country. 

“Sanitation is the thing that makes the world livable,’’ 
he said, ‘‘and it always has.’’ He quoted a statement from 
Richard Washburn Child, former U. S. Ambassador to 
Italy, that if the water supply and plumbing were re- 
moved from the city of New York, it would not have a 
single inhabitant within three weeks. Col. Archer was 
especially pleased with that statement because it came 
from a man in no way connected with the plumbing in- 
dustry. There is no doubt as to the truth of the state- 
ment, according to Col. Archer, but he said that it is 
seldom that a layman realizes that truth. 

In telling something of the history of plumbing, the 
colonel said that the world never changed, but rather 
moved in a series of cycles, each cycle having a great 
deal in common with some preceding cycle. In backing 
up this statement, he showed how these cycles had worked 
out in the plumbing line. Five thousand years ago the 
city of Babylon had a complete water supply and disposal 
system very much like those we have today. After the 
decadence of that city, sanitation was dormant for some 
time until it came to the front again in ancient Greece, 
where it flourished and made the Greeks healthful and 
happy. Once again it went into discard until the heyday 
of the Roman Empire. 


ENTERTAINMENT FEATURES 

N THE first evening of the convention, the delegates 
QO and their guests were entertained at a theater party. 
Tuesday evening the party went out to the locally famous 
“Lookout House,’’ where a dinner dance was the feature. 
Flowers donated by the Mutual Mfg. Co. were presented 
to the ladies, and at each place at the table was an 
attractive memorandum book’given by the courtesy of 
Crane Co. 

During the business meeting, the ladies were enter- 
tained by the local ladies. An automobile ride through 
Newport, Fort Thomas, Bellevue and Covington took place 
Monday afternoon. The next day a trip was made to the 
Cincinnati zoological gardens, and a luncheon and card 
party was held at the Puritan tea room. Another luncheon 
was held the final day of the convention. 

The committee in charge of the arrangements and en- 
tertainment for the convention was as follows: A. Trim- 
bur, chairman; William Beuttel, A. Kruse, George Hol- 
land and E. C. Kelley. Mrs. W. H. Dahlenburg of Cov- 
ington was in charge of the entertainment of the visiting 
ladies, 


SUPPLY MEN IN ATTENDANCE 

MONG the supply men in attendance at the conven- 
A tion were: R. C. Beaver, manager, J. R. Guillaume, 
C. E. Wing, C. T. Hill and W. B. Prather, all of the Cin- 
cinnati branch of the Wolff Mfg. Corp.; J. D. Sullivan of 
the United Lead Co., Cincinnati; H. E. Rader, Cincinnati, 
of the Wolverine Brass Works; Charles Zinck of the Cin- 
cinnati branch of Walworth Co.; Robert B. Hartman of 
the Merkel Bros. Co., Cincinnati; John L. Hart of the 
Plumbers Supply Co., Lexington; John Murdock, presi- 
dent, Kelso Murdock, vice president, and E. W. Bethel, 
all of the Murdock Mfg. & Supply Co., Cincinnati; Harry 
Dowd, manufacturers’ representative, Cincinnati; F. A. 
McFerran of the Louisville branch, L. F. France and Mr. 
Espenshied of the Cincinnati branch, all of the Ruud Mfg. 
Co.; H. H. Shuell of the Louisville branch of EverHot 
Heater Co.; S. Meyer of Dawson & McCarty Co., Cleve- 
land, Ohio, and Mr. Sticks of the Woodward-Wanger Co. 
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Many Attend Connecticut 
Meeting 


(Continued from Page 23) 


convention. Tuesday evening the Bridgeport association 
was host to the delegates and their families at a dinner 
dance in the banquet hall adjoining the meeting room. 
Luncheon was served by the state organization at noon of 
the second day, in the same building in which the ses- 
sions were held. This was particularly enjoyed as the 
food was delicious and eliminated a trip to the hotel. 
Shortly after the convention activities were turned into 


history by the final adjournment, the 275 or more dele- 
gates and guests were seated in the banquet room, par- 
taking again of the hospitality of the state association. 
During dinner retiring President Brown formally intro- 
duced his successor, A. B. Dibble. Each made a few ap- 
propriate remarks, as did Fred Booth of Bridgeport, one 
of the founders of the organization. A concert given in 
the State Armory, where the exhibit was held, concluded 
the two-day meeting. Practically every member of the 
Bridgeport association contributed some of his time and 
effort to preparing for the convention, exhibits and recre- 
ation. 

The ladies in attendance at the convention of the Master 
Plumbers’ Association of Connecticut were lavishly enter- 
tained by the Bridgeport local organization. A program 
which included a reception, luncheons, a theater party, 
sight-seeing tour, and a shopping expedition had been ar- 
ranged. No effort was spared to give the ladies a long-to- 
be-remembered time. 

There being no ladies’ no meeting 
was held. The auxiliaries of Fairfield County and Bridge- 


state organization, 
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port, however, held their meetings several weeks ago, at 


which time new officers were elected and installed. For 
the Fairfield County Association: President, Mrs. Stephen 
Miller; first vice president, Mrs. E. B. Finch; second vice 
president, Mrs. Harry Nathan; secretary, Mrs. Lester 
Rogers, and treasurer, Mrs. C. H. Knapp. For the Bridge- 


port Association: President, Mrs. J. E. Berger; vice presi- 


dent, Mrs. R. C. Graether; secretary, Mrs. Bessie Carroll; 
treasurer, Mrs. E. L. Hart. 


BIG EDUCATIONAL EXHIBIT 

MBRACING the two days of the convention and ex- 

tending beyond for a like period, local master plumb- 
ers, heating contractors, jobbers and manufacturers dis- 
played attractively and educationally some of the most 
modern appliances of the industry. The huge State Arm- 
ory of Bridgeport was entirely filled with these exhibits so 
arranged that they stood out clearly, giving the thousands 
of visitors easy access to each booth. The armory was 
elaborately decorated and an orchestra gave concerts each 
afternoon and evening. 

Among those making up the exhibition were the Ridge 
Tool Co., Elyria, Ohio. This concern showed its entire 
line of wrenches, chain vises, vise stands, pipe cutters and 
post vises. A number of sets of 6 to 48-inch wrenches 
were awarded as prizes by those in charge of the display. 

Richardson & Boynton Co., New York City, under the su- 
pervision of Arthur Holmes, Connecticut representative, 
exhibited gas ranges, coal tank heaters, and warm air fur- 
naces and a gas-fired boiler. 

A new boiler occupied the center of the American Ra- 
diator Co., Buffalo, N. Y., booth and was flanked attrac- 
tively by radiators, coal and gas water heaters. Radiator 
valves were also in the display. A. T. Downe, manager of 
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Canadian Plant: Windsor, Ontario 
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the New Haven branch, was in charge, with T. E. Doyle, 
| R. E. Lund, E. C. Marsden and J. Magee assisting. 

The entire line of brass goods manufactured by the 
American Brass Co., Waterbury, Conn., was shown with 
E. B. Tracy on hand to give explanations of this firm’s 
products. 

The Federal Oil Burner Corp., Boston, Mass., demon- 

| strated its burner in an attractive booth. 

The pipe threading machines of Curtis & Curtis Co., 
| Bridgeport, Conn., occupied prominent space and were of 
interest to contractors from all parts of the state. 

F. L. Terwilliger, L. A. Byrne, F. A. Wick of Thatcher 
Co., Newark, N. J., C. R. Hill and Charles Parmalee of 
Chapin & Bangs Co., Bridgeport, Conn., were kept on their 
toes explaining the merits of Thatcher boilers, gas ranges, 
warm air pipe and pipeless furnaces. 

The space occupied by the Wolverine Co., Inc., New 
York City, was well utilized. M. K. Blackwell, in charge, 
had complete samples of his concern’s plumbers’ special- 
ties and brass goods. 

The exhibit of Fords Porcelain Works, Inc., Perth 
Amboy, N. J., under the direction of S. W. Talbot, created 
no little interest among master plumbers as well as the 
visiting public. The solid porcelain wash trays, sinks, 
lavatories, and urinals of this firm’s manufacture were 
shown in a well arranged booth. 

Water heaters, the Crane automatic water system, closet 
seats and brass products manufactured by Crane Co., 





























Top row, left to right: H. W. Robinson, F, P. Hyde, both of 

Cc. S. Mersick Co.; E. E. Stenstream, Bridgeport, and W. E. 

Morgan, of C. 8S. Mersick Co.—Bottom row: Larry Oxx, of 

J. D. Johnson Co., Inc., Bridgeport; Ernest Stepp, of ©. 8. 

Mersick Co., New Haven, and William F. Kiley, of Kohler 

Co., Kohler, Wis., at the annual convention of the Master 
Plumbers’ Association of Connecticut 








Chicago, Ill., attracted wide attention. Howard Hounslea, 
Bridgeport manager, and H. E, Evans were in charge. 

The Bridgeport Gas Co. displayed a gas-fired boiler in a 
nearby booth. 

The Borden Co., Warren, Ohio, showed its stocks and 
dies, both hand and power driven, under the supervision 
of H. J. Marr and W. J. Mitchell. 

P. F. Orelup, president of the Kenyon Sales Co., Bridge- 
port, Conn., displayed a blower for boilers. 

Peck Bros. & Co., New Haven, Conn., displayed their 
therapeutic hospital control table and their showers, flush 
valves and faucets. Peter Flynn was in charge. 

Joseph Crotty of the Central Foundry Co., New York 
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The Pipe says 
to TRIMO: 


TRIMO 
replies : 


The 


. Workman 


has his say : 

























TRIMO 


“Hey, Trimo, how come that your 
teeth are always so sharp? That bite 
you gave me yesterday clamped as 
tight as the first one you sank in my 
hide five years ago. That’s a wicked 
jaw of yours. Who’s your dentist?” 


“It’s a gift, old top, but Ill let you in 
on the reason. That jaw of mine is 
renewable—see! If my molars get 
dull or worn, somebody just slips a 
new jaw in my handle and I’m as 
good as new. That’s why you tough 
customers around here always get a 
move on when I get a strangle hold.” 


“That inserted jaw business is a great 


4 thing, all right. Trimo handles last 
for keeps and jaws cost only a little, 
so I’m satisfied. You can always trust 
a Trimo—but get what you ask for. 
Trimo for mine!” 










MEMO: 
When a man asks for a 


pipe wrench, 
he means a TRIMO 


For Sale at Hardware, Plumbing 
and Mill Supply Stores 


TRIMONT MANUFACTURING COMPANY 
ROXBURY (BOSTON, MASS. 
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PHOENIX BRASS FOUNDRY 
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There Is Extra Wear Built Into 


MYERS 
Self-Oiling 
POWER 
PUMPS 


Positive self Jubrication, en- 
closed. worki 








The F. E. MYERS & BRO. Co., 
PUMPS - HAY TOOLS - DOOR 





Ashland, Ohio 


HANGERS 








PLumBers Brass Gooos 
PLUMBERS SPECIALTIES 
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THE PECK BROS. % CO. 


established 1856 


NEWHAVEN, CONN. NEW YORK CITY. 
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WALTER H. PRIER CO. .oc'etsronte'’s:. 


PRIER UNION ELBOW 


High Grade Brass 


We make 
Prier Elbows 
from good 
red brass,and 
we guarantee 
them to be 
right as to 
design, con- 


struction and finish. You 
will not find their equal in any 
cther ma‘e at any price near ours. 


CHICAGO 





























May 21, 1927 


City, showed the F. and W. drainage fittings of that con- 
cern’s manufacture. 
Another outstanding exhibit was that of the Bridgeport 


Brass Co., Bridgeport, Conn., displaying brass pipe, brass 


fittings and flush valves. A. D. Guion, Steve Hackley, 
Henry Burr, Jr., S. J. Hobbs, Everett Tarlton, Curtis 


Barker, George Cornwall and Provence Pogue all took part 
in talks with the merits of the company’s 
products. 

Pumps, the products of Nash Engineering Co., South 
Norwalk, Conn., together with water heaters, and radia- 
tion made by the National Radiator Co., were featured in 
the space occupied by F. Grey Libbey Co. Howard Wylie, 
vice president of the Nash Engineering Co., and F. Grey 
Libbey were present, with Thomas Smith, N. W. Schwab, 
Cc. C. Fox and A. L. Wasserman. 

A display which added greatly to the exhibition was 
that of C. S. Mersick & Co., New Haven wholesalers, in 
the hands of E. H. Stepp and Thomas Sherdman, who were 
assisted by G. S. Mills, Frank Leach, E. R. Clement and 
Richard Case. A miscellaneous assortment of plumbing 
and heating products, which included closet seats, gas ma- 
chines, showers, J. H. Balmer Co., Newark, N. J., bath 
room accessories, Honeywell heating specialties, United 
States boilers and radiators, steel boilers of the Fitzgib- 
bons Boiler Co., Inc., New York City, the cast brass prod- 
ucts of the Republic Brass Co., Cleveland, Ohio, the 
products of the Hoffman Specialty Co., Waterbury, Conn., 
and the electric dishwasher sink combination made by 
Kohler Co., Kohler, Wis., was attractively displayed. 
George B. Gerrish, T. J. Murphy and Thomas Donovan, 
representatives of the three last named concerns, respec- 
tively, were also in attendance at the booth. ‘ 

Robert Chelstrom of the Oster Mfg. Co., Cleveland, 
Ohio, was one of the most active exhibitors in that he 
gave continuous demonstrations of the pipe threading ma- 
chine produced by his concern. 

J. D. Johnson Co., Inc., included in the materials shown 
in its space, lavatories, range boilers, closet seats and gas 
water heaters. George Cornell and R. T. Probert were in 
charge. 

The Bridgeport Plumbing Supply Co. was another of 
the wholesale houses figuring prominently in the promo- 
tion of better plumbing and heating equipment. This 
booth was arranged with water heaters, products of the 
Central Brass Mfg. Co., Cleveland, Ohio, the combination 
closet bowl and tank of W. A. Case & Son Mfg. Co., Buf- 
falo, N. Y., and the bath room accessories of J. H. Balmer 
Co., Newark, N. J. 

George 
Supply 


visitors on 


Ries was 
Co.’s_ booth, 


in charge of the Central Plumbing 
where sinks, bath tubs, lavatories, 
closets, etc., were displayed. 

The Wellington-Kincaid Co., another local jobbing 
house, had arranged the space occupied with Jenkins 
valves, Johns-Manville pipe coverings and packings, Pratt 
& Cady valves, and Richmond Radiator Co. boilers. F. H. 
Braithwaite and W. G. Metcalf presided at this booth. 

Space arranged by G. S. Tompson, manager of the new 
Yonkers Plumbing Supply Co. branch.at Norwalk, Conn., 
presented another interesting display of Standard Sani- 
tary Mfg. Co., Pittsburgh, Pa., sink fixtures and brass 
goods. 

Parsons & Becker, local wholesalers, had set up in their 
space boilers and warm air furnaces, storage and instan- 


| taneous gas water heaters, relief valves, boiler liquid, and 
a line of electrically driven 


tools, products of the Van 
Dorn Electric Tool Co., New York City. 

Among the plumbing and heating contractors who coD- 
tributed to this show was William P. Steele, who displayed 
an oil burner, and an all-steel heater for coal or oil made 
by the Bridgeport Boiler Works. 
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Blue Seal 
Window 


Display Contest 


A window display of Blue Seal 
Products—a Photograph of the 
display—mailed so we receive 
it not later than June 15th, and 


you have an equal opportunity 
to share in the awards of 


your Jobber or write direct. 








$500.00. Get the details from 





Mention Domestic ENGINEERING when writing advertisers. 
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— you have until 


JUNE15# | 
~ to get your 


window photos 
to us. i 


In the event that you have already qe 
submitted a photograph showing | 
a BLUE SEAL Window Display, 

this gives you the opportunity to 

rearrange your display and take 

another picture which will receive 

consideration with the one we al- 

ready have. If you have not sent 

us the photo of your display, ar- 

range now to do so. 


The awards will be made 
in the Convention Hall at 
Minneapolis in June. 


JUDGES: 


Leslie N. Heatherton. 
E. DeForest Winslow. 
Wm. J. Lang. 

Wm. J. Marshall. 
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MANUFACTURING CHEMISTS EXCLUSIVELY FOR THE PLUMBING AND STEAMFITTING TRADE 
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ROYAL FLUSH VALVES 





The ONLY 
Flush Valve that has 












NOTHING TO REGULATE! 


Correct principles of design make delicate 
and troublesome regulating devices unneces- 
sary in Sloan Royal Flush Valves. 


Constant regulation and adjustment are 


not necessitated by time and hard usage, 
because there is nothing to regulate. : 


Experience has proved this feature indis- 
pensable to dependable operation. In fact 
the Non-Regulating feature is as essential 


to dependable performance, as the Non- 
Hold-Open feature is to efficient operation. 


Combined in a single flush valve that 
permits no opportunity for tampering, that 
takes closing action entirely out of the 
hands of the operator, and functions with 
uniform efficiency at all times and 
under all conditions, ‘‘Sloan Royal’ 
offers to the plumber a flush valve incorpor- 
ating 100% satisfaction. 


Fully Guaranteed 


Sloan Royal Flush Valves are unconditionally guaranteed. The 
“‘Sloan’”’ guarantee is backed by the entire resources of a great organ- 


ization devoted to the manufacture of nothing else but flush valves— 
and twenty years of “knowing how”. 


SLOAN VALVE COMPANY 


Albany, N. Y. Butte, Mont. Des Moines, lowa {acksonville, Fla. Milwaukee, Wis. New York City, N.Y. Seattle, Wash. 
Atlanta, Ga. Cincinnati, Ohio Detroit, Mich. anasa City, Mo. Minneapolis, Minn. Oklahoma City, Okla. St. Louis, Mo. 
Baltimore, Md. Cleveland, Ohio Durham, Conn. Los Angeles, Cal. Nashville, Tenn. Philadelphia, Pa. Tampa, F'! 
Boston, Mass. Dallas, Texas Fort Wayne, Ind. Memphis, Tenn. Newark, N. J. Pittsburgh, Pa. Washington, D.C 
Buffalo, N. Y. Denver, Colo. Indianapolis, Ind Miami, Fla. New Orleans, La. San Francisco, Cal. Richmond, Va. 
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BUSINESS CONDITIONS IN LEADING JOBBING CENTERS 








CHICAGO 


While a tone of spottiness is still evident to business in 
general, the movement of plumbing and heating materials 
in this territory during the week continued to show the 
same tendency to mount that has characterized the past 
several weeks. Wholesalers, however, have not changed 
their mode of buying to any extent and are continuing to 
order material in numerous small lots closely adjusted to 
their actual needs. The growing needs of contractors, how- 
ever, caused by the increasing amount of material re- 
quired for consumption purposes, is reflected in the pur- 
chasing being done by jobbers in that their orders, while 
not larger in size, are more numerous than two weeks or 
so ago. 

Building prospects for the central west are very promis- 
ing, according to F. W. Dodge Corporation’s review of 
building and engineering activity in that territory. April 
contracts in the central west were a bare 2 per cent under 
the unusually high March figure, and 31 per cent over 
April of last year. Last month’s contract total for these 
nine states (Illinois, Indiana, lowa, Wisconsin, Michigan, 
Missouri, Kansas, Oklahoma and Nebraska) was $165,- 
790,900 and included the following items of importance: 
$68,718,000 for residential buildings, $30,598,600, for 
public works and utilities, $25,009,600 for commercial 
buildings, and $17,557,900 for industrial projects. New 
construction started in the central west during the first 
four months of this year amounted to $528,669,400. This 
figure shows an increase of 26 per cent over the first four 
months of last year. 

No major price changes were announced by manufac- 
turers during the week. The only change of note being 


made by one maker on standard steel nipples, incorporat- 
ing a reduction of about 5 per cent on galvanized nipples 
and an advance of approximately 20 per cent on black 
nipples. One other soil pipe maker also issued a guarantee 
to his customers against price decline for ninety days from 
date of shipment. Keen competition is still evident among 
wholesalers for business and this is reflected in jobbers’ 
prices which are frequently subjected to shading when 
good sized orders are in view. 

April wholesale prices of standard plumbing fixtures for 
a six-room house, as collected by the Department of Com- 
merce from reports of twelve representative manufactur- 
ers and wholesalers, were $105.29 as compared with 
$105.17 in March, and $109.19 in April, 1926. 

Soil Pipe 

Increased interest is being shown in soil pipe with a 
growing number of buildings approaching the stage where 
this commodity will be needed for construction purposes. 
While foundries do not report any sudden spurt in de- 


mand, they do state that shipments are mounting steadily 
from week to week and that many new orders call for 
slightly larger quantities than was the case a few weeks 
back. No difficulty is encountered in securing prompt de- 
liveries from either manufacturing or jobbing sources. 
While wholesalers’ stocks are not heavy, they are sufficient 
to assure delivery of pipe to their customers as needed. 
No price changes were announced during the week, One 
other maker, however, issued a guarantee to his customers 
against any price decline for 90 days from date of ship- 
ment, 
Steel Pipe 

Although reports from mills indicate that sales are 
slightly under those of the corresponding period of last 
year, general satisfaction is evidenced for the most part 





HILE reports from manufacturers continue 
to indicate a certain degree of spottiness to 


business in the country as a whole and no change in 
the almost universal custom of wholesalers to order 
material only as their needs indicate, from the same 
sources of information come pleasing reports of an 
increase in the number of orders that are arriving 
during each seven-day period. In general, business 


appears to be quickening in nearly all sections. At 
the time of going to press, however, the lockout of 
journeyman plumbers in New York City was still in 
effect and, as a result, there is little purchasing being 
done in that territory. 

Manufacturers are in possession of ample stocks of 
materials and are in a position to make prompt de- 
liveries of nearly all items. No price changes were 








VOLUME SHOWS STEADY INCREASE 


announced by makers during the week. One other 
soil pipe manufacturer, however, issued a guarantee 


against price decline for ninety days from the date 
of shipment. Keen competition continues to prevail 
among wholesalers for available business. 

April was another big month in volume of building 
contracts, according to F. W. Dodge Corporation. 
The contract total for the 37 states east of the Rocky 


Mountains was $604,390,700. This was only 3 per 
cent under the record volume of the preceding month 
and was 6 per cent over April 1926. Last month’s 
record brought the total of new construction started 
since the first of the year up to $2,003,166,800, which 
is only 1% per cent behind the corresponding period 
of 1926, and is 19 per cent ahead of the first four 
months of 1925. 


























DOMESTIC ENGINEERING 














{Lenape Apts. k= 

























’ 


ee 
H Ot Ul 


: 
'_ = 


Top Illustration—Lenape Apts., Stroudsburg, Pa. (E. Heller, 
Owner and Contr.) H. C. Archbald, Plumber. Inset is residence 
of P. R. Murray, Honesdale, Pa., (Murray Co., Plbg. Contractors). 




















It Doesn’t Have 


To Be An Elab- 


orate Structure 


OU can plan on installing T/N 
y One-Piece Closets in build- 
ings of moderate cost without 
danger of increasing the expen- 
diture. Just because the T/N One- 
Piece is distinctive and different is 
no indication that it costs much 
more! In fact, modestly priced 
structures secure increased value 
with T/N installations. Features 
as exclusive as its appearance— 
powerful flush action, quiet opera- 
tion, one-piece unit construction! 
Get the facts! 


W.A.CASE & SON MFG. CO. 
220 Delaware Ave. Buffalo, N. Y. 
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with current business. Wholesalers are not anticipating 
their requirements to any extent, but are placing numerous 
small orders with mills for immediate shipment in order 
to maintain their stocks at a good working level. Mill 
stocks are good and prompt deliveries are possible. No 
price changes occurred during the week. 
Wrought Iron Pipe 

Wrought iron pipe mills report a steady and satisfac- 
tory movement of pipe. For the most part, these orders 
are for small quantities but are sufficiently numerous to 
make for a substantial tonnage in the aggregate. While 
wholesalers are keeping their stocks well balanced they 
are not building up their supplies in anticipation of later 
requirements. Mill stocks are well rounded out and prompt 
shipments can be secured from that source of supply. Mill 
prices have not changed. 

Enameled Ware 

Enameled ware continues to move in good volume and 
makers evidence satisfaction with business in general. 
Although some wholesalers are anticipating their require- 
ments for a short period ahead, the bulk of orders reach- 
ing makers are for immediate needs and marked for 
prompt shipment. There is an adequate supply of goods at 
factories and warehouses of manufacturers, and whole- 
salers are able to secure ware when needs arise. Whole- 
salers, for the most part, are stocking heavily, but are in 
a position to deliver material as needed by their customers. 
No price changes have been announced, 

Pottery 

While the recent reduction in wash-down bowlsand tanks 
has not stimulated buying greatly, aslightly increased activity 
is noticeable among potters in demand for these commodi- 
ties. These orders, however, do not call for larger quanti- 
ties than needed by wholesalers to meet their immediate 
needs and, for the most part, are of the fill-in variety. A 
good movement of specials is being maintained and in- 
quiries reaching potters for later delivery of this type of 
ware are quite numerous. Ample supplies of staples are 
available at all sources of supply. There was no change 
in prices during the week. 

Range Boilers 

There is not a great deal of activity noted in the range 
boiler market, demand being sustained at about the same 
level as during the past several weeks. Actual consump- 
tion needs, however, demand enough boilers so as to make 
the total movement quite substantial. Wholesalers are 
not stocking boilers and, for the most part, are depending 
on manufacturers’ warehouses for prompt deliveries when 
range boilers are needed. Prices have not changed. 

Plumbers’ Brass Goods 

Although wholesalers are not carrying stocks sufficient 
to take care of their distant requirements, most jobbers 
have enlarged their holdings to a point where they can 
easily meet normal demands. The past week witnessed 
a fairly substantial movement of brass goods, the bulk of 
which was for replacement purposes and these orders for 
the most part were small in size. No difficulty is ex- 
perienced in securing early deliveries from the adequate 
stocks at manufacturing sources. Wholesalers also are 
able to deliver both cast and tubular brass goods as 
wanted. While no price changes have been announced the 
market cannot be called strong as competition for business 
is keen, 

Boilers and Radiators 

While no let-up in demand for boilers and radiators 
was reported during the week, calls for heating material 
are in keeping with the season and are only normal. As 
there is an ample supply of both boilers and radiators at 
Manufacturing points no difficulty is experienced in secur- 
ing deliveries as wanted. Prices have not changed. 
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NEW YORK 


Manufacturers who serve the metropolitan district, tak- 
ing in New York City, Westchester County, southérn Con- 
necticut and Northern New Jersey have concentrated their 
efforts to a great extent on the outlying territories during 
the past week, due to the difficulty in securing business in 
New York City proper, where the strike of journeyman 
plumbers has almost paralyzed operations. This naturally 
has cut down the volume of orders placed, and in many 
instances has resulted in deferring of shipments ordered 
under contracts placed earlier. However, prognosticators 
were predicting at the time this report was written that 
the strike would be settled within a few days, and should 
this occur, next week should see a renewal of activity in 
this territory. 

Suburban activity, while necessarily less in tonnage 
than that in New York City proper, is of high enough 
order to keep a certain volume of plumbing and heating 
goods moving into the market. Wholesalers in these ter- 
ritories are buying comparatively freely, although the 
greatest part of their purchases are for immediate or 
early requirements, 

Price conditions generally have changed little during 
the week. There has been no major change by manufac- 
turers, and wholesalers, despite lessened demand, have 
made little revision in their quotations. This is of course 
at least partially due to the fact that the margin enjoyed 
by the average jobber is already very slight, and further 
cuts would in many cases leave nothing for overhead or 


profits. 
Soil Pipe 


There is as yet no definite market for soil pipe, either onthe 
new base established by several Eastern foundries recently, 
or on the 2% point lower base that is still being quoted 
by many of their competitors. Protection, given by some of 
the concerns which announced price increases, has caused 
some placement of business by jobbers, but this has not 
reached large figures. The average foundry has large 
enough stocks to ship with no particular delay. 


Steel Pipe 

More steel pipe was taken during the past week for 
use by heating contractors than that needed for plumbing 
work, as labor conditions have cut down the installation 
of plumbing pipe to a minimum. However, as the average 
wholesaler’s stock is low, there continued to be a proces- 
sion of small orders received by most mills, the aggregate 
volume being fair. Manufacturers’ prices are maintaining 
the same level, and jobbers’ figures have not changed. 
Shipments can be made as desired. 


Wrought Iron Pipe 
Despite the slowness caused by labor conditions, mills 
are receiving business, one reporting more orders than 
was expected under these conditions. Orders are almost 
uniformly small, with very little anticipating being done 
by the wholesaler. Steadiness in price and excellent 
shipping accommodations help the tendency of wholesalers 


to buy closely. 
Enameled Ware 

Operators who are building homes in the surburbs are 
in the market for enameled ware, and plumbing contrac- 
tors are taking a good deal of ware from jobbers in these 
sections. In New York City, however, the average whole- 
saler is moving very little of this product and is therefore 
deaf to the pleas of the manufacturers’ salesmen, except 
in instances where he has allowed stocks to fall below 
the margin of safety. Firm, unchanged prices prevail. 
Stocks of staples at points of origin are large enough to 
make prompt shipments possible. 


Mr tot 
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Pottery 

Disparity in sheets being quoted for washdown com- 
binations is reported, not all manufacturers having met 
the lower figures recently established by some makers. 
However, such sales of these combinations as are being 
made appear to be principally at the lower quotations. 
Prompt shipments on all but special ware are the rule. 
No price changes have been announced during the week. 


Plumbers’ Brass Goods 

One tubular manufacturers’ salesman reports a large 
amount of business he expected to secure this week being 
postponed until conditions are more settled. Wholesalers 
are buying very cautiously and have in many cases asked 
postponement of shipments due under contracts. Whole- 
sale stocks of both cast and tubular goods appear better 
than their inventories of many other products, as many 
jobbers have contracted for brass goods more freely than 
for other materials. Prices have not changed during the 
last seven days. Early shipments are possible in most 
cases. 

Range Boilers 

The total number of range boilers leaving manufac- 
turers’ stocks for those of wholesalers is not large, al- 
though approximately the same level of demand is being 
maintained that has characterized this market for some 
time. Prices have not been changed. Early deliveries can 
be made. 

Boilers and Radiators 

Although naturally demand has not been as heavy 
during the first half of May as it was duing the last two 
weeks of April, a fair amount of business is being placed, 
and May figures should compare favorably with those of 
the same month in 1926. Deliveries can be made without 
delay. Prices are the same. 


PHILADELPHIA 


Business is proceeding on the even tenor of its way in 
the Philadelphia territory, improving a little from week 
to week, but still not reaching the heights that marked 
both the building and the plumbing and heating fields 
during record breaking 1926. Both plumbing and heat- 
ing contractors, however, apparently are busier than they 
were a month ago, this condition being reflected in the 
orders reaching wholesalers’ offices. Due to the almost, 
universal practice of short term buying by wholesalers, 
a pickup in demand from the trade is very early reflected 
in the orders received by manufacturers, most of whom 
state business is better than it was at the beginning of 
the month. 

Commitments continue to be for comparatively small 
orders, with little forward buying being done by the 
average jobber. This tendency is so marked, in fact, that 
manufacturers who have stocks of their materials on hand 
in the district, or whose factories are located within truck- 
ing distance, are often asked to deliver in quantities that 
a few years ago would have been considered normal for 
a contractor to buy. 

The average quotation from wholesalers shows ap- 
proximately the same margin as it has for the past several 
months, and manufacturers of products covered by this 
report have announced no price changes. Credits, too, 
are about the same as last week, varying over the territory. 

Soil Pipe 

All manufacturers have not followed the lead of the 
large foundry which increased prices recently, and two 
sets of figures are being quoted to wholesalers. As it is 
understood that a reasonable amount of protection is being 
given by those foundries with the higher price, there is 
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little or no business being placed at the higher figure. 


One foundry reports a delay in shipments, but this is not 
general, the average maker having good inventories. 


Steel Pipe 

The average jobber would apparently like to buy pipe 
in less than carload lots if possible, orders for minimum 
cars far outnumbering the requests for quotations on 
more than one carload. It is probable, however, judging 
by reports, that shipments into the territory are slightly 
above those during the latter part of April. Prices have 
not changed, firmness still being the chief characteristic. 
Shipments can be made promptly. 

Wrought Iron Pipe 

May has not shown great activity for one large producer, 
but another mill finds a demand that is fully up to normal. 
This is probably due to the average jobber of pipe desir- 
ing to keep stocks at little above safe levels, and order- 
ing only when that level is approached. Prices are firm 
and unchanged. Shipments are being made without delay. 

Enameled Ware 

The enameled ware season is approaching, as houses 
now being erected get closer to the stage where enameled 
ware will be needed, and this is reflected in the inquiries 
being received by manufacturers. While it is not the 
tendency for wholesalers to stock heavily, the average 
distributor has low enough stocks to make it necessary for 
him to provide for the demand for ware he can expect 
in the near future. Prices are maintaining the same levels 
as they have for some time past. Distributors generally 
are satisfied with the service on shipments given by 
makers. 

Pottery 

There are a few releases of carload orders for staples, 
but potters are often asked to send L. C. L. shipments, 
especially when the makers have stock in warehouses 
close enough to make this economically possible. Practi- 
cally all the larger orders taken are for special ware, to 
be delivered in three to four months when buildings are 
ready for it. No further changes in price were announced 
during the week covered by this report. The average 
maker has large enough inventories to ship without any 
delay. 

Plumbers’ Brass Goods 

Prices have stabilized to some extent on tubular goods, 
manufacturers’ salesmen state. It is said they find whole- 
salers less likely to “shop around” for prices, as the 
figures from most manufacturers vary only slightly. Cast 
prices have not changed. Demand is not heavy for either 
cast or tubular goods, but shipments of both show a 
slight increase. Most items can be shipped when wanted. 

Range Boilers 

The greater proportion of the demand for range boilers 
continues to be of the fill-in type, wholesalers taking just 
enough boilers to insure having enough on hand to satisfy 
customers’ needs. Prices are being maintained without 
change. Most manufacturers can ship almost all sizes of 
boilers as quickly as desired. 

Boilers and Radiators 

With the period price change in effect for over two 
weeks, demand has settled down into a steady one, the 
average order being merely large enough to prevent stocks 
from becoming too low. Manufacturers state the same 
number of orders aggregate a smaller volume than was 
true last year. Prices are being maintained. Early ship- 
ments can be made. 





H. F. Newstedt Heating Co., of Chicago, has placed in 
the mails. notice to the effect that the company’s office 
and shop have been moved to 4014 North Western ave- 


nue. The former location was 4037 North Robey street. 
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Special Notice to Plumbing and Heating Contractors 


The following manufacturers have authorized us to 
send to the plumbing and heating contractors, upon 
request, their loose catalog sheets for use in the binders 
distributed through the National Trade Extension 


Bureau. 


These loose sheets are reprints of catalog pages 
appearing in “Domestic Engineering Catalog Direc- 
tory.” They are uniform in size 814x105 inches — 
printed on a good grade of light paper and punched to 
fit the binder. 





I 56 do aig a 6 4:00. Vhiep id 00.9 a: Port Chester, N. Y. 
Acme Frost Proof Closet Mfg. Co., Inc..... ..... Baltimore, Md. 
Acme Asbestos Covering & Flooring Co.......... Chicago, Ills. 
I Nee be Kee es ssa ceawseleang Coxsackie, N. Y. 
NN Nos 505 ide wg V4 b-5 enw os Waterbury, Conn. 
STI RI BE ai 6. onc 0s 05.050 6.0 0 ee spine Chicago, Ills. 
American Steam Pump Co................ Battle Creek, Mich. 
a oe rer Chicago, Ill. 
ee SE 6 eee reer Bridgeport, Conn. 
Automatic Gas-Steam Radiator Co............. Pittsburgh, Pa. 
ST ME NO NR OS MSS ose soe 0 c.cce ve seaecees Boston, Mass. 
SS Gorse Sb ctelh 6 6.0 die 4'8 We wes a 8's 06 ER OE Warren, Pa. 
Beaton & Cadwell Mfg. Co............... New Britain, Conn. 
Beaton & Corbin Mfg. Co................ Southington, Conn. 
Nonna 5 ip. .6.6 «60s sina d.060.0 + mR Marietta, O. 
EN a Rock Island, Ills. 
SD et of re Roselle, N. J. 
OOGEy BEE. COs, DUOKRIER in iccccccccclsccceccs Detroit, Mich. 
iia. 44 46 bob 6-95 4/00 19 6 4:0 8 0,00 Kaw ee Warren, Ohio 
6) Bridgeport, Conn. 
Brunswick-Balke-Collender Co.................- Chicago, Ills. 
RN Sd ica a5 els i's 4144 60.6 40. vines 40 SRS Lorain, Ohio 
SPRCO BON WORMED, BIC, 6 icc ccccccecesvvcesns Gowanda, N. Y. 
RNUN SIUM TUOTE «occ ccecccicsescceseceeces Detroit, Mich. 
Case Gs Bom Bly. Co., Wi A... cc cccccccvcces Buffalo, N. Y. 
EO a SE rr ee er rr e New York City 
ON Ee eer eer errr re Pittsburgh, Pa. 
ee NS OCS Se Syracuse, N. Y. 
NO ee re Chicago, II. 
Chicago Granitine Mfg. Co........ Wisscivactagered Chicago, Ill. 
Chicago Pipethread Machine Co................. Racine, Wis. 
CGUCGIION PEOUIMOP CO io 5 555.56 ccc cccccesecs McKeesport, Pa. 
Commonwealth Brass Corp.................255 Detroit, Mich. 
Compound Injector & Specialty Co............... Chicago, Ill. 
SONIOCAT ANOO WODKB So ob.c5.c cc pe cers cvececate Latrobe, Pa. 
Continental Fleater Corp... ........cccccscue Dunkirk, N. Y. 
Crampton-Farley Brass Co................. Kansas City, Mo. 
Ae ee Oe Pittsburgh, Pa. 
OO oY) a rrr Medford, Mass. 
SPMD COUNEE PODCUCIO COs. oo occ ccs cccccccaccee Lansing, Mich. 
Davis Engineering Corp..............0e0e00: Elizabeth, N. J. 
LS as ead a dip vine'siea'a wid sieihwe Boston, Mass. 
Detroit Lubricator Co....... SP OT re Detroit, Mich. 
Seront Tamon Oe BE. CO. 6... tee ecseeeness Detroit, Mich. 
ES” er sere Cleveland, Ohio 
Re Tees. wiih a bce acd ves 6p enaiae Berea, Ohio 
NS EE er Boyertown, Pa. 
Oe 6S a a Chicago, IIls. 
ET ee eee er Boston, Mass. 
Excelso Specialty Works, Inc................+: Buffalo, N. Y. 
Ne NS 5 gra. 5 4i6i6ie avis Kd nines 006 Exeter, N. H. 
AGN SI Os oo isc 6 Soe eave sees cadeen Boston, Mass. 
MND s/s cekvec vous s vadesie Seneca Falls, N. Y. 
ho SM ein. oid. a: auioia Puss ale’ Se Hatfield, Mass. 
Greenfield Tap & Die Corp................. Greenfield, Mass. 
I ooo aig wisn clots bas dias Sega swind Dayton, Ohio 
es OS. ee mene Grand Haven, Mich. 
Hercules Chemical Co., Inc............++e0005 New York City 
Sl, MeO OEE ssc ves cssvinssccesesss Newark, N. J. 
se vie cae bad ous on Valley Falls, R. I. 
Honeywell Heating Specialties Co................. Wabash, Ind. 
MUOUOLTORMAPNOMEOP COG. 6 6oc co iieres cece ccscacae Cleveland, Ohio 
Hudson Brass Works, Inc................+-+5 Brooklyn, N. Y. 
Imperial Brass Mfg. Co.............0-ceeeeeees Chicago, Ills. 
Ireland & Matthews Mfg. Co..............-+:: Detroit, Mich. 
J. R. S. Specialties Mfg. Co., Inc............ Patchogue, N. Y. 
Ns a UGis dn 54 ie bor aiede i kenee New York 
Johnson-Murphy Co.............ccseccceuccees Detroit, Mich. 
SenpOm Wma CO... occ cinco ogeadaecciees Boston, Mass. 
Jones Hollow Ware Co............cccceeeuees Baltimore, Md. 
ai, ei dua nnle delgebeidn eae Cleveland, Ohio 
NOY MM Mo o.5.c aia viedo bine ae eRe L OS Newington, Conn. 


Me VOSS ois sca dewedcaset neds Grand Haven, Mich. 








If you have the binder and desire loose catalog 
sheets, write Domestic Engineering Co., 1900 Prairie 
Avenue, Chicago, on your letterhead, giving the names 
of concerns listed below whose lines you are interested 
in, and we shall be glad to send you the sheets without 
charge. If you are not using the binder and wish infor- 
mation regarding it, write to the National Trade 
Extension Bureau of Evansville, Indiana. 


Kemp.Mfs, Co., C. M...<..000: Menara twee Baltimore, Md. 
Hemnedy Valve Bie Co... cccccccccccesecs Elmira, N. Y. 
Kenney-Cutting Products Corp............... New York City 
FROUOINY SPEND WUOENIRE oi. 00 5s cciesceccvcccscecovesie Erie, Pa. 
Kokomo Sanitary Pottery Co.................. Kokomo, Ind. 
eS os re Jersey City, N. J. 
eens POUREty COs, FoS eo ok cc eccccccsceses St. Louis, Mo. 
Lambertville Pottery Co..............005: Lambertville, N. J. 
GO WE 66 cade evwccedrtesseeces Cincinnati, Ohio 
Ry MIs is. oon sc ctcicvecsceceveceves Orange, Mass. 
RI PING os baie scediccccssceccsacacs Trenton, N. J. 
DStaareies OGORY CO enc. cc ccccccccccces Grand Rapids, Mich. 
Mfg. Equipment & Engineering Co........ Framingham, Mass. 
Migadoce’s Sone Co., THOS... 6... cc ccccccccccese Trenton, N. J. 
I RE oc ce eka scsccccccesceecs Owensboro, Ky. 
Marvel Machine & Brass Works.............. Cleveland, Ohio 
Meneley-Diederich Co. Inc................. Los Angeles, Cal. 
A ee ree rr Detroit, Mich. 
ee AREER Milford, Mass. 
Misener & Irving Mfg. Co..............ce00- Syracuse, N. Y. 
ING 5 ocd ccc ccecccesecceees Harrisburg, Pa. 
GIN 65. 65s bids ecesanscecasceesecees Racine, Wis. 
PS eee Cree ere ree New York City 
MNES 5. 65.5 pits 0d ecicredwavereeese New York City 
National Steel Tank & Mfg. Co................ Bradford, Ills. 
Niagara Radiator & Boiler Co....... North Tonawanda, N. Y. 
Northwestern Chemical Co................+-. Marietta, Ohio 
Nye Tool & Machine Works...............+20:- Chicago, Ills. 
I oss oo 6 60 ho0 6s cc ensceseeedecs Newark, N. J. 
Be ICD 6 6c ic sc cievcccwsctsinceens Philadelphia, Pa. 
ENN EAN oi 55.4, 66.00: 60.4¥ «are ene eewie-e Los Angeles, Cal. 
WEB POMIIED CGS 5 oo 0.6 ccc vecesinsenwceen Boston, Mass. 
ere Waterbury, Conn. 
NG is <5 66010. dod cd wiameehee eed New York City 
IN 5.6 006.640 vide se edb cececeannbeceys Erie, Pa. 
Rhode Island Fittings Co. ........cccesscece Providence, R. I. 
Richmond Engineering Co., Inc................ Richmond, Va. 
Richmond Foundry & Mfg. Co., Inc. .......... Richmond, Va. 
Riverside Fdry. & Galvanizing Co.......... Kalamazoo, Mich. 
Robinson Mig. Co. ......8..¢ Wasaga bi daarace Gieee Cleveland, Ohio 
ee New York City 
Sees Bee CO, ING, Fe Bliss cc ccccccvccens Naugatuck, Conn. 
STO COMNORNG, FG a6 5 oo 00s crc awensiesee New York City 
SP Gs ov cccccccecevsdecesececse Detroit, Mich. 
ee Detroit, Mich. 
Smith, Inc., BH. ROmeya..... oo. ccccccess +...New York City 
Standard Water Systems Co. of N. J.......... Hampton, N. J. 
PE IIs iis cinécrcsceecenes Newcomerstown, Ohio 
eer Chicago, Ills. 
SE SN I Rs Bias cc dsc ccccescucecececs Medina, N. Y. 
TIS Ci siecle 260s secse0s Ko ccceneesecs Chicago, Ills. 
I asa 0e 6 cit 6 A055 56 ved ee eecees Newark, N. J. 
Toledo Pipe Threading Machine Co.............. Toledo, Ohio 
INE IIE Gia 6 iccccicisvecsvecececves Trenton, N. J. 
Trenton Brass & Machine Co.................. Trenton, N. J. 
EIR DINOS phe cecncciaadeiccestoecs Westfield, Mass. 
Universal Smokeless Boiler Co................-. Ravenna, Ohio 
We ID I Rsv oc kde cccccecesesecese Fort Wayne, Ind. 
Veeder BETS. CO. ccc rtccccccscccess Willimantic, Conn. 
Wade Iron Sanitary Mfg. Co............0.ee0ee Chicago, Ills. 
Es nce cease mamas dne ceanee saad Boston, Mass. 
EG do cae vecnescacecanceese Worcester, Mass. 
Wee TOGt Gh WOGRO Con... 2. ccc sccccncecccece Warren, Ohio 
Washington Metal Products Co....... Washington C. H., Ohio 
iy Ih. kc wk ceiscidcesccccecsnctneemes Chicago, Ills. 
Wheeling Machine Products Co............. Wheeling, W. Va. 
White-Steel Sanitary Furniture Co....... Grand Rapids, Mich. 
Worseneeet CO Pine Co. 0. ccccccnccsccsscss Hartford, Conn. 
WR iy io oc cite icveentenddentasens Chicago, Ills. 
0s FES e fin vcciccececovcdeseceoned Buffalo, N. Y. 
Worcester Brush & Scraper Co............65: Worcester, Mass. 
5:6. diaidi de ticiwerd ne Getwed oe cece New York City 
po ee re re er ee rr Chicago, Ills, 


































































NEW ENGLAND 


Reports from manufacturers indicate that business 
being received continues to consist mostly of small orders 
which, nevertheless, increasing in their frequency, keep 
the volume at good levels. The market may be generally 
characterized as spotty, for, while sales of plumbing and 
heating materials have been advanced into larger propor- 
tions, contractors and jobbers find themselves exception- 
ally busy one week and practically at a standstill the 
next. The opinion is expressed in many quarters that this 
inconsistency will shortly disappear for it is usually 
not typical of this period of the year. 

Large construction work is playing a major role in the 
building program and contemplated activities of this na- 
ture will tend to more than offset any decline which might 
happen to exist in the future in residential developments. 
This is evidenced by the size of municipal and individual 
appropriations for new buildings during this year and by 
the number of new office buildings, hotels, etc., already 
under way. Interest in the dwelling house type of work 
still lags, although gradual betterment is felt from week 
to week, while alteration and remodeling work does not 
slack in its pace, offering the substantial quota which it 
invariably donates. 

Wholesalers are indisposed toward carrying large 
stocks, their present commitments being mostly for re- 
placements. There are a number of specifications in the 
hands of makers for June 1st delivery but buying for 
shipment beyond that point is reported limited. While 
prices have not changed, occasional reports of shading on 
some commodities are gathered and especially so where 
orders of considerable size are involved. 

Soil Pipe 

As the season develops and more roughing-in work is 
called for, both foundries and jobbers report increases in 
their sales. While one leading foundry is somewhat be- 
hind in its deliveries, others have good stocks which they 
offer for prompt shipment. Makers note a considerably 
brighter demand from wholesalers, who request prompt 
attention to their orders. Supplies at jobbing centers are 
of good proportions. Prices have not changed and the 
tone of the market is generally firm. 

Steel Pipe 

Mill production continues unabated as the tonnage mov- 
ing to distributors’ stocks shows a gradual increase. While 
contractors’ demands ar® not unusually heavy, whole- 
salers’ inventory sheets show good balances in all sizes. 
Specifications for future delivery are accorded mills in 
scattered cases but jobbers on the whole are content with 
The market continues 
Prompt deliveries are 


satisfying only their present wants. 
firm, no price changes attending. 
obtainable. 
Wrought Iron Pipe 

Jobbers’ requirements, included in good 
quantity of pipe for major operations, and fair sized de- 
mand from gas and water companies are responsible for 
slightly larger shipments by mills into this territory. 
Sustained production and ample stocks at sources assure 
unextended deliveries. Distributors’ racks are not being 
largely augmented but a good variety is being maintained. 
The firm tone of the market, now existing for some time, 
is yet apparent. No price changes have been made. 


which is a 


Enameled Ware 


Some wholesalers are displaying keener interest in 


enameled ware, according to a prominent maker, who re- 
ports marked activity during the past week. Generally 
good business is experienced by makers both in point of 
carload orders received and in local warehouse deliveries. 
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Wholesalers are not, as a rule, specifying ahead, but are 
requesting prompt shipments, which factories are in posi- 
tion to grant. Jobbers are amply supplied with a good 
assortment. Prices are firm and unchanged. 
Pottery 

Recent price reductions of staple bowls and tanks have 
not brought any considerable amount of new business to 
potters in-so-far as many wholesalers have not as yet fin- 
ished their contracts made during the first part of the 
year. Potters, however report better shipments and also 
that some covering is being done for the next several 
months. Jobbers continue to take in pottery in small lots, 
holding their supplies sufficiently large to satisfy the exist- 
ing demand. Stocks at potteries are of such nature to 
afford unextended deliveries. No price changes are noted. 


Range Boilers 

While plumbing contractors’ demands can not be called 
good, withdrawals from wholesalers’ warehouses are 
slightly improved. One manufacturer has noticed a let-up 
during the past week both in releases against old contracts 
and in the amount of new business booked. Production 
is still carried on at sources at maximum and good de- 
liveries are offered. Jobbers’ stocks, on the whole, have 
not been appreciably increased. Prices are unchanged and 
the market is firm. 

Plumbers’ Brass Goods 

Movements of both cast and tubular goods continue of 
fair proportions. A better volume of contractors’ orders 
is making necessary more frequent replacements in 
jobbers’ stocks which are steadily increasing in size. Fac- 
tory representatives in general report that these fill-in 
orders are giving some headway to larger contract busi- 
ness, specifications being received in some instances for 


delivery within the following two or three months. No 
delays in shipments are experienced by makers. While 


some manufacturers’ salesmen report that they have en- 
countered fluctuations, no price changes have been an- 
nounced, 
Boilers and Radiators 

Conditions ranging from quiet to normal are reported 
as prevailing with makers. Buying for the most part, is 
for immediate wants, for with the demand having tapered 
off, contractors will not speculate by purchasing in ad- 
vance, nor are wholesalers willing to stock heavily. Fac- 
tories are operating at an even gait and shipments are not 
Prices are firm and unchanged. 


PACIFIC COAST 


General conditions along the Coast show very little 
change, business being better in some districts than in 
others, in general, however, apparently increasing. Jobbers 
are generally purchasing in minimum requirements and 
stocks are being kept at as low a level as consistent with 


delayed. 


current and anticipated requirements for the next few 
months, Price conditions vary in the different jobbing 
centers, 


Soil Pipe 
There is a seasonal demand for soil pipe, which, how- 
ever, continues to be mostly in small lots for actual re- 
quirements. The gross tonnage being used on the Coast 
at present is well up to normal. Stocks in distributors’ 
hands are well assorted and there is also a good amount 
of tonnage enroute to jobbers’ stocks from foundries. 
Prices to the trade remain unchanged. 
Steel Pipe 
Little change is evident in the demand for steel pipe, 
which continues to be mostly in small lots for immediate 
requirements only. Most distributors have well balanced 
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PROTECTS 


—— to YOUR reputation? 
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A NOTED authority says:—‘“‘The Septic Tank is the 
most important part of any unsewered job. Health 
protection as well as the operation of the plumbing system 
depends upon adequate, safe sewage disposal.”’ 


If over-rated, short-lived Septics are installed by you, or “ty 
if you allow them to be sold and installed by others, your 


plumbing jobs will become unsatisfactory and unsanitary 
a health menace instead of health builders. 


One poor Septic in a community may kill a dozen plumbing vis 


jobs for you—and it may destroy health and life besides. | rf 


The last place to sacrifice quality for a little saving is at 
the end of a sewer line. To “bury’”’ one of the imitation 
Septic tanks on your job is to “bury” your reputation— 
and maybe your customer. Insist upon the reliable SAN- 
EQUIP—the Septic Tank with a conscience—made exclu- 
sively for the plumbing trade—to help the plumbing dealer 
build more business and a good reputation. 


Ssankquip Septiclanks 


Eight years—no changes in quality — no 
failures. 






















A full partition, two-chamber tank—follows 


U. S. Public Health Service. 
Special rust-proof mineral enamel melted on 4 
inside and outside, insures durability. ; 


Proper ratings based on net working capacities. 
10% to 50% more material by weight—100°% i} 
more service. 414 


Nationally advertised—for the benefit of : 
plumbing dealers only. ; 


Your wholesaler can make delivery right along 
with the other plumbing fixtures. 


Ask for Sales Helps. 





Chemical Toilet Corp., E. Brighton St, Syracuse, N. Y. 
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stocks and prompt shipments can also be obtained from 
mills on carload orders. Prices to the trade remain un- 
changed. 
Enameled Ware 

While the known requirements of enameled ware assure 
a good volume of ware to be used in the near future, 
sales continue to be mostly for immediate requirements 
only and there is also considerable ware being distributed 
outside of the usual channels of trade. Most distributors 
are carrying only minimum stocks and depending on 
nearby manufacturers and manufacturers’ warehouses for 
prompt replacements of sales. Prices remain unchanged. 

Pottery 

The demand for pottery shows very little change and 
purchasing continues to be only for such material as is 
actually required for installations. Prices to the trade 
remain unchanged. 

Plumbers’ Brass Goods 

This commodity, while probably in better demand than 
most materials, continues to be distributed through so 
many different agencies that the individual distributors’ 
sales are gradually becoming less. Prices to the trade 
remain unchanged and continue to hold at a low level. 

Range Boilers 

A ‘fairly steady although not heavy demand continues 
for this commodity with no indications of any change in 
the near future. Distributors generally are keeping their 


stocks in condition to take care of present requirements 
without delay. Prices remain unchanged. 


The Metal Market 


Average Average Average 
May 16 Mar., 1927 Jan., 1927 1926 
PIG IRON— 
No. 2 foundry, Chicago, 
Wearmace .....<.isosx% $20.00 $20.00 $20.90 $21.65 
PLATES AND SHEETS— 
Steel boiler plates, Pitts- 
Co ee ee ae 1.80c¢ 1.90¢ 1.90c 1.89¢ 
Blue annealed _ sheets, 
No. 10, Pittsburgh, per 
D. 54 Sesvtewssssb evens 2.25¢ 2.20¢ 2.25¢ 2.40¢ 
Black sheets, No. 24, 
Pittsburgh, per lb.... 3.00c 2.90¢ 2.95¢ 3.17¢ 
TIN— 
DURES GER. cen vsenscvecs 67%c 
COPPER— , 
Prime Lake, f. o. b. re- 
ES. Sven kaw aba s cee 13%c 
Electro, delivered ..... 13%Cc 
LEAD— 
PS sc csckusaseesend’ 6.60¢ 
The Old Metal Market 
Dealers’ Buying Prices 
Per lb. Per lb 
Aluminum clippings....20 c oo ee ee 9%e 
SOO BE naw esnwes snes 61%ec Copper, uncrucibled 
BER BARRE: vvscevewos 6% WE oresveceervessveR 10%c 
Brass, heavy mixed.... 7 ¢ Faucets and valves.... 8%4c 
a 9%ec EE, DOBVT «650450 ¥9:0.0 4% 6 ¢ 
Copper, crucible ...... ll c BetGer S0lSts 2s ccccccss 7 <6 


NOTE: Prices are those quoted on Monday of this week. 





D. C. PLUMBERS AID FLOOD VICTIMS 

The Master Plumbers’ Association of the District of 
Columbia appropriated $100 for the Mississippi River 
Valley flood relief fund at their May meeting. 

The association is preparing for an intensive member- 
ship campaign. Thomas E. Clark was made chairman of 
the committee in charge. The entertainment committee 
headed by Frank Bentley, is making plans for the annual 
spring outing of the organization. 
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The Stock Market 


Quotations furnished by Frazier, Jelke & Co., Chicago 








Par 1927 
Value High Low Quotations of May 16, 1927 * Bid Asked Last 
25 124 110% American Radiator Co.,com................ A 123% 124% 124 
100 135 13314 American Radiator Co., pfd................. ie Seas 135 
50 4814 45 Anaconda Copper Mining Co............... A 454% 45% 45% 
NP 38% 29% Brunswick-Balke-Collender Co.............. A 20% 20% 20% 
NP 68% 42 A. M. Byers Co., com....... saves A&F 65% 66 65% 
100 109 106 A. M. Byers Co., pfd............. A&F 107% 108% 107% 
100 120 112 Century Electric Co.,com............ .. G@ 15 120 120 
100 106 101 Century Electric Co., pfd................... Serre 101 
50 4814 43% Chicago Nipple Mfg. Co.,“A”.............. B 47% 48 48 
50 33% 31 Chicago Nipple Mfg. Co.,“B”.............. B 33 334% 334 
25 52 47 Crane Company, com.............002.0.00+ C 80 55 50 
100 120 11614 Crane Company, pfd..................00065 CAG 555% 120 
100 93 88 Detroit Brass & Malleable Works........... D 92 95 93 
20 30 26% Eagle-Picher Lead Co....... .. 26% 27 27 
NP 42% 39% Fairbanks, Morse & Co., com. A 8 34% MyM 
100 112 108 Fairbanks, Morse & Co., pfd ....A 109 lll 110% 
NP 73% 60 Johns-Manville Corp...................++. B 66% 67 67 
100 161 100 Jones & Laughlin, com..................... fe 154 
100 121 117 Jones & Laughlin, pfd...... 2.0... ccc eee F 120 12134 120% 
10 19% 16 Michigan Copper & Brass Co............... D 18 20 19% 
100 200 160 National Lead Co.,com.................665 A 196 199 199 
100 130 117% National Lead Co., pfd...............0000004 A 128 130 129% 
100 10644 102 Ohio Brass Co., pfd........... ceveeeeeH 105% 106 106 
NP 8% 177% Ohio Brass Co.,“B”...... , H 8% &% & 
ae Penberthy Injector Co., pid... .. ae ere 100 = 100 
25 27 24 Pierce, B. & P. Mig. Corp., com............. v w 25 22 
100 101 99 Pierce, B. & P. Mfg. Corp., pfd............. U 99 103 100 
NP 2514 2134 Richmond Radiator Co.,com............... B 22%, 2234 22% 
NP 54 46 Richmond Radiator Co., pfd................ B 50% 51% 51 
HD GE HAG FTE Diy cdiavccsassdnsccrevsteones U 68 6 89 
2% 96 81 Standard San. Mfg. Co.,com............+++ F 83% 8334 «834 
100 118% 11344 Standard San. Mfg. Co., pfd............... F 105 «6115 = 107 
ae Kees) “Weeeee Trenton Potteries Co., com... uses U 45 55 46 
P- weeed Lashes Trenton Potteries Co., pfid............. ..U 105 97 
100 230 202 U.8. Cast Iron P. & F. Co.,com............ A 234 237 236% 
100 115 112 U.S. Cast Iron P.& F.Co., pfd............ A 113%% 114% 114% 
NP 42 38 U.S. Radiator Corp.,com.................. D 38 39 39 
100 101 99 AY, Gh, Mee CGE; BIG oi. seas ie s sn aicec ck D 98 99 99 
100 67% 65634 U.S. Rubber Co.,com,................006. A 61 514 il 
100 11134 107% U.S. Rubber Co., pfd.................000 0d 2 ie 109 
100 1728{ 15344 U.S. Steel Corp.,com.................2064 A 169 169% 169% 
100 133% 129 U.S. Steel Corp., pfd....... Serre e 13344 133% 
NP 27 18 Us CISTI 5 on nc cccccestvciccccs A 2% 21 21 
NP 15% 12% Williams Oil-O-Matic Htg. Corp........... Cc 104% WYK il 
NP 7 Sn Me EE SAE, 20 bi whccuneebeevaesacevad Cc 4% 5% 5 
NP 97% 8614 Youngstown Sheet & Tube Co............../ A 86% 87% 87% 
*Where listed— 


F—Pittsburgh Stock Exchange 
G—St. Louis Stock Exchange 
H—Cleveland Stock Exchange 
I—Cincinnati Stock Exchange 
U—wUnlisted Stocks 


A—New York Stock Exchange 
B—New York Curb Exchange 
C—Chicago Stock Exchange 
D—Detroit Stock Exchange 
E—Boston Stock Exchange 





WESTERN NEW YORK GOLFERS PLAY 

Despite adverse weather conditions, the first meet of 
the year of the Western New York Trade Golf associa- 
tion, under the direction of A. A. Ahlff, president of the 
group, was considered decidedly successful. It was held 
Thursday, May 12, at the South Shore Country Club, near 
Buffalo, N. Y. 

First prize went to Harry Haxemer who was presented 
with a silver cigarette case. Perry McQuade and Warner 
Spencer were tied for second honors, with a 77 net. A 


flip of the coin decided that Mr, McQuade should take the 
prize, a silver flask. Third low net, 80, won a silver ash 
tray for George Schildmiller. The guest prize, a pack of 
playing cards, was won by V. B. Lyman. 

Scores were as follows: 
Net 


Net Gross Hdcp 


V. B. Lyman..... 94 10 84 


Gross ldecp. 
Harry Haxemer..102 35 67 


Perry McQuade..102 25 17 Walter Voisinet.. 92 5 87 
Warner Spencer..102 25 77 Alfred Ahiff .....114 22 9% 
Geo. Schildmiller.100 20 80 Fred Chittenden.,147 50 97 
William Fraser..113 31 82 Sam Houghton...126 25 101 
Lawrence Castin.124 40 84 Paul Bird ...... 159 50 109 


The June meet of the association will take place on 
the Orchard Park Course of the Park Club. 
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Pennsylvania is located in Johnstown, Pa., said a 
master plumber of that state a few days ago. Prac- 


tical and theoretical work along the 
plumbing line is taught in this school 
by an able instructor. The shop is one 
of the most advanced shops in the vo- 
cational department of the Central Sen- 
ior High School of that city. The in- 
structor in the school is a practical man, 
having served his time as apprentice, 
journeyman plumber, and as a master 
plumber was at one time proprietor of 
a plumbing establishment in Johnstown. 

There are at present 38 students en- 
rolled, not counting those in the eve- 
ning school, which is conducted during 


the month of October to 
March, inclusive. Of the 24 


pupils in the afternoon class, 
14 have a percentage of 85 
or more, and four have done 
better than 75 per cent. 
There are also new pupils 


who are becoming acquainted 


with the trade. One-third 
of these will graduate in 
“1928%” class, one-quarter 
in the 1929 class and the re- 
mainder in the ‘'192912”’ class. Prac- 
tically all of these pupils are in class at 
one time, with the exception of a few 
who make up a moving class. 

These pupils intend, if possible, to 
become journeyman plumbers. The in- 
structor realizes that it is impossible to 
turn out 100 per cent plumbers. He 
endeavors, however, to graduate ap- 
prentices who will be an asset, not a 
liability, to their employers. The mas- 
ter plumbers of Johnstown recom- 
mended to the school board that their 
secretary do the instructing. 

Many years elapsed before the school 
board realized the importance of a 
plumbing shop in the vocational depart- 
ment of this school, but it has been 
demonstrated that a plumbing class can 
be made a complete success. 

The course covers a period of three 
years. Lectures are given on all kinds 
of lead work, iron pipe work, soil pipe 
work and installation of fixtures. A 
very able director, J. Ernest Wagner, 
is head of the vocational department, 
and he is given most of the credit be- 
cause of his able management and in- 
sight into the abilities and needs of the 
Students. 


Mr. Jaques is the department head, 
and his ability to analyze the require- 
ments and capabilities of the members 
of the class contributes largely to the 
Success of the school. 

The illustrations that accompany this 
article show some of the very remark- 


Plumbing Instruction at Johnstown, Pa. 


O* of the best plumbing trade schools in western 



















able work done by the students of this excellent school. 
Illustration No. 1: This photograph shows a display of 


a 4-in. lead bend with 4-in. brass ferrule which have been 


successfully wiped together; it also 
shows a bath waste (114-in. lead) and 
low waste (1%4-in. lead) both wiped in 
a single joint. This is a rare joint. 
Very few trade schools can display a 
job like this. Two vocational students 
are also shown. 

Illustration No. 2: This photograph 
shows a few of the different kinds of 
joints, including small %-in. and %-in. 
round joints, branch or tee joints, 14 
and 1%%-in. tee joints, 1%4-in branch 
joints, flange joints and solder joints. 
The students have taken several of 


these joints home for souve- 


nirs of their work. These 
joints were all made follow- 
ing one month of instruction. 

Illustration No. 3: This 
is a very clever piece of sold- 
ering iron work and is the 
city school seal, This re- 
quired many hours of pains- 
taking work. The seal is 
one foot in diameter and 
some of the letters are only 
% of an inch in height, making it nec- 
essary to use a soldering iron almost as 
delicately as an artist would use a pen- 


cil, A two-pound iron was used and 
no special tools were required to make 
the seal. The sheet lead background 
for the seal is only 1/16 in. thick. 

Illustrations No. 4 and 5: These pho- 
tographs show also some painstaking 
work with the soldering iron. Such 
practice teaches the pupils the use of 
tinned irdns and how to maintain proper 
heat in the iron. Miniature flashings 
are also shown. There are four to five 
dozen in this collection. 

These photographs were taken in- 
doors with a small camera. All the 
work was done by vocational students 
who have not yet reached apprentice- 
ship, but it shows fine training. 

This school is furnishing all appren- 
tices for the plumbing establishments 
of the city of Johnstown. Students are 
required to pass examinations of theo- 
retical and practical questions relative 
to the fundamentals of the plumbing 
trade. They also get all the practical 
work that can be obtained in schools of 
this kind. Plumbing is erected for a 
house complete, with basement, first, 
second and apartment floors. The in- 
stallation is then torn down and re- 
erected so as to pass the criticism of the 
city plumbing inspector of Johnstown. 

M. J. Miles, secretary and treasurer 
of the master plumbers of Johnstown, 
is the plumbing instructor. 
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Summer Hofits 


Florence Automatic Oil-Burning Water Heater 
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assures welcome sales in your off season 


UMMER home owners every- 

where give the Florence Thermo- 
stat Water Heater their unqualified 
approval. Cottages, bungalows and 
camps that never before enjoyed a 
steady supply of piping-hot water are 
now equipped with this city luxury in 
a few hours. Any summer home that 
has running water and a boiler can be 
equipped with a Florence Automatic 
Water Heater. 

No need now to heat water by make- 
shift methods . . . just a twist of any 
faucet, and steaming-hot water flows 
for kitchen, bath or shower. The 
Florence Thermostat Water Heater is 
the first and only oil-burning water 
heater that gives this entirely auto- 
matic service. Except for an occa- 
sional oil renewal, it can be forgotten. 
Yet it can be absolutely depended 
upon to keep a full tank of water steaming hot 
all day and night. 


There is still time to make many Florence sales’ 


. sales that help to carry your slack-season over- 
head. Get busy today. Go after your customers 
who have summer places. Hundreds of them need 
this new automatic water heater. Many prospects 
will read about it in the full page Saturday Evening 
Post advertisement of June 4, reproduced on the 
opposite page. 


But perhaps none of your customers 
knows that you can supply this new 
heater. Perhaps they don’t realize 
how quickly you can install it. Tell 
them about it, and don’t forget its 
reasonable cost. 

A Florence Thermostat Water 
Heater installation means a quick 
profit from a quick sale. All connec- 
tions are carried through so you can 
do all your work on the outside. There 
is nothing to puzzle over... no 
special tools . . . no drilling or tapping. 
Even the newest apprentice plumber 
installsthisnew heater without trouble. 

Get a stock of these new automatic 
heaters while the season and the sup- 
ply lasts. Order from your Plumbing 
Supply Jobber. In addition to the 
Thermostat Model, Florence Oil Burn- 
ing Water Heaters are made in stand- 
ard 1-burner and 2-burner non-automatic models. 





Make sure you don’t miss even a day of this oppor- 
tunity for off-season profits. It isn’t too late, but 
don’t delay any longer. Get the complete story of the 
Florence Thermostat Water Heater. Clip and 
mail the coupon. Not tomorrow—do it today! 


FLORENCE STOVE COMPANY 
Park Square Bldg., Boston, Mass. 


Division Orvrices: New York, Chicago, Atlanta, Baltimore, New Orleans, Dallas, 
San Francisco, Detroit, Columbus, yh 


Also makers of Florence Ovens, Florence Oil Ranges, Florence Room Heaters 


FLORENCE 


U.S. PAT. 


Oil Burnin ng 
Water Heaters 
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| Lhis Brand New Way! 


(1) This diagram shows how the 
new Florence Automatic Heater 
operates. When the asbestos kin- 
dler is ignited, the intense heat 
5 from the powerful Florence burner 


is instantly focused on the spiral 
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copper tubing, in which the water 
C * * | THERMOSTAT 
r is heated. pp 
s As the tank quickly fills with hot 6. 

water, the thermostat-controlled 2 BURNER BOWL 
r bellows expands and raises the i POSITIONS 
k burner bowl, lowering the flame. aa es PILOT FLAME 
‘ hus the heat is lessened, and only DE te a MEDIUM FLAME 
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n pci: mete HIGH FLAME 
me maintain a full tank of hot water 
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)- be STOP 
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LEVERS OPERATING 
BURNER BOWL 


This full-page advertisement appears in three million 


a copies of the Saturday Evening Post of June 4. It 
it will be read by summer home owners all over the 

country, many of them customers of yours. Almost 
1€ all of them will want to see the Florence Thermostat 
1d Heater. Are you prepared to demonstyate it and 


close profitable sales that this advertising makes 
possible? See your nearest supply house for further 
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details or write us direct. 








Florence Stove Company, 
Park Square Bldg., Boston, Mass. j 







Gentlemen: Send me complete information about | 
the new automatic Florence Thermostat Water 
Heater. 


MR 8d toc outers bc waee gh Asse ats biG. Gaal Stay Dial aloes 
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Soil Pipe and 
Fittings 


Are mechanically correct 




































wy 
jst Ntne ety I 
HEATING CO | A ° 
j RED TOP RELIEF VALVES} Jit 


_¢ 7 
: Ao re rasa, 

















tte © 


Speed up your 
heating system sales 


Hundreds of plumbing and heating con- 
tractors are speeding along to greater and 
greater sales volume in Red Top Pressure 
Systems of Hot Water Heating. 


These systems are easy to install at prices 
that mean paying business for you. A Red 


Top Relief Valve Model No. 2 and an air- 
tight expansion tank are the only special 
equipment necessary. 

May we send you further information? 


NEPTUNE METER CO. 
50 East 42nd St., New York City, N.Y. 


Branch Offices in Principal Cities 


Red fop Relief Valves 
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St.Louis Fights the SmokeCloud 


(Continued from Page 21) 


gation and research to determine the damaging effects of 
smoke to property, to vegetation, and especially to heaith, 
Much has been said and written about the detrimental 
effects of smoke on health, but there is very little definite 
information on the subject. Dr. White of the U. S. Public 
Health Service in his paper at the Smoke Abatement 
Session of the annual meeting of the A. S. M. E., recom- 
mended that a nation-wide investigation be made into this 
subject. Prof. Langsdorf has this new division well or- 
ganized and it is hoped that some interesting new data 
will be developed. 

One of the most important divisions of the Smoke 
Abatement League is the technical division, which is under 
the chairmanship of Victor J. Azbe, a well known con- 
sulting engineer. It is important that a smoke campaign 
be founded on a sound engineering basis. The failure of 
many such campaigns is due to the fact that the efforts 
have not been guided by proper technical advice. Many 
people interested in smoke abatement from a civic stand- 
point are tireless workers but have little knowledge of the 
proper methods of eliminating smoke and the proper way 
of attacking the problem. Such people, if not properly 
guided, are prone to recommend drastic legislation and 


the use of high price smokeless fuels as solutions of the 
problem. The St. Louis campaign, being fostered by the 
local section of the A. S. M. E., has from its inception 
been on a sound technical basis. 

There is an average attendance at the Firing School of 
50 people a day. Classes are held to instruct janitors, 
firemen, and salesmen on the principles of combustion, 

The development of an efficient and smokeless firing 
method for domestic furnaces was undertaken by Victor 
J. Azbe, who describes the plan as follows: 


Sa 


THE AZBE FIRING METHOD 

66(\ MOKELESS firing of bituminous coal is not a very 
simple problem. While there are some methods 
recommended far better than the ordinary spreading 
method, they lack simplicity and also have some other 
objections. There is quite a need for a really satisfactory 
method that could be cheaply applied in an existing fur- 
nace and that could be operated easily. The writer, with 
several assistants employed at different times, conducted 
an investigation into the existing firing methods and also 
evolved a new method which appears to be very promising. 
“To prevent smoke, there must be enough air present 
in the furnace to burn completely the combustible gases 
and vapors that are being distilled from the fuel, but this 
air must be admitted where the distillation takes place. 
After smoke is once formed, excess air does little good. 
What is needed is ‘sufficient air at the right time at the 
right point.’ This requirement embraces all others such 
as mixture, turbulence, temperature, time element, etc. 
“In almost all instances when a furnace is smoking, 
there is sufficient air present, but this air is not where it 
ought to be. Ordinary furnaces are built so that there 1s 
quite a gas stratification, that is formation of streams, 











some containing a deficiency of air and others a great 
excess. These streams do not mix until smoke is formed, 
when it is too late to accomplish what is intended. Many 
of our tests show heavy smoke, considerable amounts of 
carbon monoxide and also great amounts of excess air. 


Others smoke with no carbon monoxide and very high 
ete content. Both of these conditions prove the 


existence of stratification. 
“Due to stratification, the main ailment of an ordinary 
| furnace, very low efficiencies are frequently obtained and 
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; ia 
ud satisfactory conditions seldom exist. As a rule, carbon XEREREREREERERERERES, 
dioxide is very low, combustion is retarded, smoke in its 
entirety is almost unavoidable except at the expense of . 
a fuel efficiency. Conditions such that furnace efficiency ; 
see was not higher than 15 per cent were often observed. A pH a 
saith, P 
furnace efficiency as high as 50 per cent over any ex- 
— tended period of the day was only infrequently attained. | 
— “The new method evolved is shown on Fig. 11. It will | 
ublic be noted that the system consists of two baffles, each hav- | 
poten ing a different duty. The down-draft shown is the baffle ‘ 
per proper. Its purpose is to direct the stream of secondary F 
“y ” air towards the point where the gases are burned smoke- ee 
moe lessly. This baffle also shields the fresh charge of coal in Y TRADE MARE 2 i" 
data front from heat and so assures that volatilization is along | 
' the proper line. It becomes apparent that the volatile | wer a d Drain 
sii m matter from much of the green coal in front has to pass n a 
os ” through the incandescent coal at the back. This tends to y 
: a break the hydrocarbons into fixed gases so that they burn 
ange with much greater rapidity after coming in contact with 
re : ; { 
7 : the secondary air stream. Another advantage this baffle 
fforts . its firi ‘ h f 
Many has is that it permits firing very large charges of coal at 
veer one time, thus assuring a long lasting fire. = purpose | Manufactured by ‘ 
f th of the smaller baffle is to reflect the heat zone where com- | HE ECn COMPA ANY 
: ec bustion takes place and to lengthen the path of gas travel ; AMBERLAIN 
spade by sagt short circuiting of gas to the combustion PirrspuRGH,PA- 
: oe chamber outlet. ' é 
la 4 P ‘ 
t is “Fig. 13 presents graphically two tests on heating lid 
én plants equipped with these baffles. Both of these tests 
siibee indicate high efficiency and smokelessness. The remark- N A il bl e 
— able feature is that only a very slight amount of excess Ow Val a e nN 
ee air was needed to prevent smoke entirely. 
tors i Two-Pound Cans 
IStion, Low RATING TEST HIGH RATING TEST 
firing A> om wm 
ORA ~ 06 WS | 
itr i TRIPLE STRENGTH 
— #} Owing to the numerous requests 4 
sthods # ~received by us for a special 
. ta . " i 
ading 4 strength pipe cleaner, Desolvo {| 4) 
ther : : : : 
tne is now available in two-pound }{ 
g fur- cans, triple strength. Thoroughly 
eo mixed in can. Use any amount 
1uc D | 
d also required. i 
1ising. im: | 
resent Fig. 13.—Graph of two tests on heating plants equipped with 5 rt is sold exclusively to the plumb- ° 
gases down-draft baffles | Ih . d h e d x 9 1} 
oe | «ing an eating trade. : Wd 
place. “Summarizing the so-far apparent advantages of this 4 : }? 
good. Jj sethod wo get: Desolvo in two pound cans costs 
at the “1—_No smoke at any time, cleaner heating surface and | : : 
s such consequently high efficiency. : less per pound and its triple Bib 
t, ete. “2-_Greater capacity possible when needed. > strength makes it especially eco- § ie 
oking, “3——No carbon monoxide and so higher efficiency. : nomical to use. ° ie 
here it “4-_High CO, due to utilization of air admitted and | |f is 
1ere is consequently higher efficiency. ; . i 
reams, “5—Better burned-out ash. Order Desolvo now—it will 
-_ “6—-Fire lasts longer between firing sage | prove profitable, easy to handle. 
ormed, “7_Retter results obtained with lower grade fuels. : : 
Many “8—-Firing is simpler, efforts giving definite results. Something entirely new, strong- 
ints + “9—-Applicable to most existing installations.” | est pipe cleaner made. 
SS ait. The object of the school at this time, is to show that a | 
y high large percentage of our smoke nuisance in domestic heat- | 
ve the ing plants can be eliminated in the present equipment | d f J bb 
with the existing types of heating apparatus. The fuels | Or er rom Your 0 er 
pdinary used are Illinois low grade, middle grade, high grade and | 
ed and coke. (Continued on next page) | 
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— ——————$—. | While smoke is not wholly eliminated by a campaign 


>ACME DETROITSY of this kind, it is felt that the interest aroused and the 


| opportunity given to explain to the public the effects of 
smoke upon health, plant life, and materials, will pave 
| the way for equipment designed to burn soft coal smoke- 


eee lichens Plumbers’ Brass lessly, and create a market for smokeless fuel, and in the 
ond ico aaa end, result in St. Louis being a smokeless city. 
ing Acme Brass || Goods That Are 


and Capitol Brass 


Works Divisions. | Uniformly Good | Sewage Disposal for the Home 
or Small Community 


(Continued from Page 26) 

















The ‘pail’? system is one in which fecal matter is re- 
ceived in tight pails which are removed daily, or at least 
very often, by city employees. This system has been tried 
in America and found entirely unsuited, and even in Eu- 
































It is common practice in the Middle West for the house 
sewer to be carried to a dry draw, where the sewage is 
emptied. This practice should also be condemned in most 
cases. Aside from the fact that the accumulated filth may 
be washed over the entire countryside by a single rain, 

E. W. FRENCH, we have the nuisance of bad odors and freezing up of the 

Cincinnati Plumber, end of the sewer, causing it to clog throughout its entire 
says: length. 


“We find the EverHot 


Heater to be trouble-proof or , oe eae 
and celica and Svertiot DISEASE GERMS IN SEWAGE 


service to be never failing. : j 
That is why we sell the So AGE is dangerous to health because it may con- 


EverHot. tain germs causing typhoid fever, dysentery, cholera, 
colitis and diarrhea which are discharged in the feces and 
urine of persons ill with these diseases or from persons 


* fyertlot Heater Co. who may once have had them and recovered. An appar- 


Detroit. Michigan ently well individual may be a typhoid carrier for a long 

nches ana l 44 Cit period of time after recovering from the disease and may 

nUnued stat P Sener thus expose many to the disease if unsanitary measures 

are permitted regarding the water supply and sewage 
disposal systems. 


- A B E KR In this series of articles we will concern ourselves only 

> Automanic with the means of treating the sewage from the individual 
L 47 

° ° home or institution which is isolated and which has not 

Automatic Midget | 

the opportunity of connecting to a well planned sewerage 

SUMP PUMP system such as is afforded in larger towns. Our problem 

becomes, then, the proper treatment and disposal of the 

wastes of the household so that they are not offensive to 

the sight or sense of smell and so there is not the re- 

motest chance of their reaching the water or food supply 


. +s f the individual family o se livi in the ighbor- 
uously—without draining your of the individual family or those living le neighh¢ 


profits for servicing. Be sure hood. 


—insist on installing a Taber. | In the remainder of this series of articles we will dis- 
cuss the septic tank, which up to the present seems the 


most satisfactory way of disposing of the wastes of the 
individual household or smal] community with which we 


rope, where people will submit to police interference nec- 
essary for the satisfactory operation of such a system, it 
O-B Brass Valves has not been found a satisfactory method of sewage dis- 

are made in the following styles: posal. 
Flexitite Dise Gate Valves Radiator Valves The emptying of sewage into open streams is still a 
Saas ee very popular practice in America. It may, in fact, be a 
eS. Seats teem, Ne  iiednaed, Ke. 98 very satisfactory system for the community or town con- 
1001b. Light Standard, No.25 Union blbows, No. 45 cerned, but in some cases it has proved very detrimental 
Globe, Angle and Check Valves Renewable to other communities situated below and on the same 
a cy ickaife: pueres No. 10 stream. This is particularly true when the water supply 
> Peeraaaae t= err eserseerneos No. 1% Ho,.35 is obtained from the stream in question. For the individ- 
Competition... crititrcsiee Nog” Nod ual dwelling situated near the large stream, this un- 
mage doubtedly would form a safe means of disposing of the 
eva aaa om ge gaa waste of the household, but few indeed are the dwellings 
Patented so situated. The practice of emptying the house sewer 
2 Co into small streams is to be condemned and is prohibited 

~Liigsass a by law in many states. 











Once you compare mechanical 
excellence you ll know why a 
Taber does good work contin- 








Write for Bulletin MJ 427 


TABER PUMP CO., BUFFALO, N.Y. N. Y. Office, Tel. Lexington 8945 
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Colorado Holds Annual 


Convention 
(Continued from Page 35) 


by calling her attention to the fact of the bathroom being 
all white except the seat, and that the white seat would 
look better and be far more sanitary. I also sold her a 
$165.00 tub, where she would have taken a much cheaper 
one had I not shown her the difference in beauty.”’ 


tension Bureau. He told of the many helps to be had | 
from the bureau for the asking and said that the bureau 
is backed by the national association, and is for the benefit 
of its members. He told of his past experience as a master 
plumber and said that he will always be heart and soul 
for the National Association, and added: 


position in the industry.’’ Mr. O’Donnell advocated an 
organized advertising campaign to teach the public the 
value of plumbing and let them know why it is necessity. 

Peter Menzies, instructor of plumbing at the Denver 


Opportunity School, told of the work being done by that | 
institution to teach the boys the business end as well as | 


the mechanical end of the plumbing business. 











Top row, left to right: C. Thurston, F. S. Cullyford and F. A. 

MeGee, all of Denver.—Bottom row: L. E. Sinclair, Denver; 

B. Jos. O’Donnell, National Trade Extension Bureau, Evans- 

ville, Ind., and Peter Menzies, instructor of plumbing at 
Opportunity school, Denver 


He complimented the Trade Extension Bureau on its 
hew text book and advised every master plumber to pur- 


| Michigan Smelting 
and Refining Co. 

now operating 

| Capitol Brass Works 

| 


B. Jos. O’Donnell represented the National Trade Ex- | | 


“We must stand | 
together and fight every agency that tries to lessen our | 





chase one, saying that it is the best and most complete 
book of its kind ever printed. He also told of the co- 
operation given the school by ‘‘Domestic Engineering”’ in 
furnishing charts and problems for plumbers, which is a 
great help to the boys learning the trade. He asked more 
Co-operation from the master plumbers by putting appren- 
tices in their shops, and warned them that if they do not 
take action along that line, the time is not far distant 
when there will be a real shortage of properly trained 
journeyman plumbers. In closing he said: ‘“‘Do not put off 
making apprentices, but start today.” 

John F, Greenwalt, publicity manager for the Mountain 
States Telephone and Telegraph Co., gave a very interest- 
ing talk on the value of the good will of the public. He 
said that the time-worn jokes about the plumber are noth- 
ing compared to the stale old wise cracks about “The line’s 
busy,” “Wrong number,” “Hang up your receiver,” ete. 
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Like the plumber, the telephone people take them seri- 
ously, for every time one is sprung it leaves an impres- 
He said that in recent years they have tried to coni- 
bat those remarks by building up good will through ai- 


sion. 


vertising. He advised the master plumbers to advertise 
as an association and show the public the importance of 
their business to the community. Mr. Greenwalt said that 
up until very recently a telephone was a telephone and no 
one knew or thought anything about its importance to the 
community and the nation, but that today more and more 
people are beginning to realize what an important part 
the telephone really has in business and social life. 

He said that that comes from good will, and educational 
advertising, and as soon as the plumbers let the public 
know how really important their craft is to the business 
and social life of the people of the world, they will find 
that the jokes get fewer and the public respect gets greater. 
In closing, he said: ‘‘When you get the public where they 
really respect your business, your business will grow.” 

Other speakers on the well-arranged program were: Dr. 
S. R. McKelvey, chairman of the State Board of Health, 
and Charles M. Reed, national director of the Retail Credit 
Men’s Association, and manager of the Denver organiza- 
tion. Both gave constructive and interesting talks. 

Election of officers was as follows: President, E. B. 
Clayton, Denver; vice president, Ben Bernzen, Boulder; 
treasurer, H. W. McGee, Denver; sergeant-at-arms, W. H 
Hensler, Denver; delegate to the national convention, E. B. 
Clayton, Denver. 

The president appointed H. S. Lynn, secretary, and also 
the following to act as his executive committee: J. C. St. 
John, Colorado Springs; J. Boies, Ft. Morgan; M. Stone, 
Greeley; C. Jaenson, Denver; D. Price, Montrose; W. 
Lanyon, Ft. Collins; H. H. Cannon, Pueblo; J. C. Brickey, 
Denver. 

State President E. B. Clayton was toastmaster at the 
banquet, and Rev. Wilson P. Ard was speaker of the eve- 
ning. Short talks were also given by B. Jos. O’Donnell of 
the Trade Extension Bureau and National Director W. A. 
Bywater of Salt Lake. Stephen J. Slattery of Denver pre- 
sented Mrs. Frank Bordeau, president of the Denver 
Women’s Auxiliary, with a large bouquet, a gift from the 
Denver local association. Following the banquet and en- 


tertainment the guests danced and visited until a late 
hour. 





CHICAGO PLUMBING CONTRACTORS PLANNING 
JOINT GOLF MEET 

The Plumbing Contractors’ Association of Chicago plans 
to hold its second golf tournament of the season at the 
Big Oaks Club on June 9. Plans also are nearly com- 
pleted for a joint tournament with the Western Trade 
Golf Association and the Heating and Ventilating Engi- 
neers of Chicago to be held at Olympia Fields in July. 
During the season, prizes will be given to three different 
classes of players, in order that all of the entrants will 
have an opportunity of sharing in the prizes. H. P. Reger, 
chairman of the golf committee of the Chicago associa- 
tion, will donate a season’s prize. 





PHILIPPINE MASTER PLUMBERS CELEBRATE 
SEVENTH ANNIVERSARY 

“Asociacion de Maestros Plomeros de Filipinas’ 
ciation of Master Plumbers of the Philippines) recently 
celebrated the seventh anniversary of its organization. 
This association has headquarters in Manila, and its offi- 
cers include: Emilio Lintag, president; Eduardo Guwzon, 
secretary; Ignacio R. Javier, treasurer; Pedro Santos, 
Mariano Ocampo, Catalino Casupanan, Lorenzo Balay: and 
Gregorio Lazaro, directors. 


( Asso- 











~ 4 


li- 
d- 
se 
of 


no 
he 
re 
rt 


al 


lie 


nd 
er, 
ey 


Jt. 
th, 
dit 
zZa- 


liso 
St. 
yne, 
W. 


rey, 


the 
eve- 
1 of 
+ as 
pre- 
iver 
the 
en- 
late 


lans 

the 
com- 
‘rade 
yngi- 
July. 
erent 

will 
eger, 
ocia- 


1) 
v) 


A sso- 
ently 
ition. 
: offi- 
(zon, 
ntos, 

and 








¢ 





AMONG MANUFACTURERS, WHOLESALERS AND THEIR SALESMEN 








Pipe and Supplies Association Deplores Lack of Profits 


Things could be better in the pipe and supplies business, 
judging from discussions at the eighteenth annual con- 
vention of the National Pipe and Supplies Association, 
held at Pittsburgh, Pa., on May 10 and 11. And they 
will be better, if there be truth in the belief that “to cure 
ills, let the sun shine on them,” for the discussions were 
frank revelations of wherein wholesalers and manufac- 
turers were pursuing unsound business tactics. Too great 
a desire for volume, too much pushing out beyond nat- 
ural marketing areas, too liberal an extension of credit, 
too many free services, too little appreciation of costs, too 
many in the business—these were some of the reasons ad- 
vanced for unprofitable conditions. The reasons them- 
selves, of course, suggest the cure. 

Considerable satisfaction, however, was expressed in the 
fittings situation, the establishment of a resale sheet by 
manufacturers over a year ago having resulted in greatly 
improved conditions in this important division of the 
wholesalers’ business. It was also pointed out that the 
volume of business in general so far this year is well sus- 
tained and compares favorably with last year’s record 
figures. 

New Officers 

W. C. Hanson, E. G. Schafer Co., Washington, D. C., will 
head the association for the coming year, having been 
elected to succeed M. W. Dennison as president. C. F. 
Harvey, A. Harvey’s Sons Mfg. Co., Detroit, Mich., was 
elected first vice president, and J. H. Borton, Hajoca Cor- 
poration, Philadelphia, Pa., was named second vice presi 
dent. George D. Mcecllvaine, popular and_ respected 
throughout his long connection with the association, was 
re-appointed secretary-treasurer. 

The executive committee will consist of J. J. McArdle, 
Philadelphia, Pa.; J. A. Vann, Birmingham, Ala.; Francis 
J. Baker, San Francisco, Calif.; M. M. Cochran, St. Paul, 
Minn.; Murray W. Sales, Detroit, Mich.; Leo M. O’Neil, 
New York City; A. B. Pierce, St. Louis, Mo., and J. C. 
McEwen, Chicago, III. 














A large number of the members arrived in Pittsburgh 
on May 9, to take part in a big golf tournament which 
the Central Trades Golf Association of Pittsburgh staged 
as host to the National Pipe and Supplies Association, at 
the Pittsburgh Field Club. It proved a most pleasant op- 
portunity for diversion and social contacts, so when Presi- 
dent Dennison called the convention to order on the morn- 
ing of the tenth, business was the program for the balance 
of the meeting. 

The Business Situation 

As is usual at one of these conventions, the present and 
future of the business situation from the viewpoint of 
the manufacturers, formed one of the most interesting 
features of the meeting. 

Steel Pipe 

Walter E. Watson, vice president of the Youngstown 
Sheet and Tube Co., Youngstown, Ohio, represented the 
steel pipe industry. He covered the situation, as far as 
the manufacturers were concerned, by saying that there 
was no question of adequate supply and there would be 
none for some time to come. He stated that increased 
production facilities made it easily possible for distribu- 
tors to keep their stocks in good condition. As for volume 
of distribution, the mills were maintaining an average 
production of 75 per cent of capacity. 

Mr. Watson said that one of the big problems of the 
manufacturers is that too many distributors do not seem 
to understand they are in business for profit. Many of 
them believe profits are less important than volume; they 
expand their sales efforts into too remote territories for 
profitable returns; in their effort to get new business they 
neglect their ‘‘bread and butter business’? near at hand; 
and Mr, Watson advised distributors to keep their sales 
expense within their costs, to cease allowing their sales- 
men to “‘meet prices,’’ for, nine times out of ten, meeting 
prices means establishing lower ones, and to confine their 
efforts to territories which can be best and most profitably 
served. 





Left to right: M. W. Dennison of Braman, Dow & Co., Boston, retiring president; William M. Byrd, Jr., Alabama Pipe 
(o., Chicago; J. B. Rahm, U. 8. Supply Co., Omaha, Nebr.; H. W. Thorndike, F. W. Webb Mfg. Co., Boston; L. 8S. Rothwell, 


American Pin Co., New York; C.F 


- Harvey, A. Harvey’s Sons Mfg. Co., Detroit; H. 8S. Maddock, Thos. Maddock'’s Sons Co., 


Trenton, N. J.; I. Weil, Well-MecLain Co., Chicago 
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Wrought Iron Pipe 

L. M. Johnston, A. M. Byers Co., Pittsburgh, Pa., found 
no complaint to make about wrought iron pipe business. 
He said that volume was fair and to date only slightly 
under last year’s records. He called March a splendid 
month, and April ahead of March. He touched on the 
need for scientific management in business in today’s 
struggle for supremacy saying that the successful mer- 
chandising of a product is a big job. He stated that he 














S. K. Turner; J. 
Trenton, N. J.; 
Pa.; J. S. 
row: ©. S&S. 
Bailey-Farrell Mfg. Co., 
Springer, Crane Co., Baltimore; G. W. Run- 
nels, United States Radiator Corp., Pittsburgh 


A. Moore, Sanitary 
M. J. Jennings, 
Mellvaine, Thos. 
Pitkin, 


Top row, left to right: 


Earthenware Specialty Co., 
Union Radiator Co., Johnstown, 
Maddock’s Sons 
Crane Co., Pittsburgh; W. B. Bryar, 


Pittsburgh; J. J. 


Co., Trenton.—Bottom 


was opposed to consigned stocks on the ground that they, 
in his opinion, allowed no advantage in competition to 
the jobber who had superior business ability and strong 
resources. He also urged the jobber to conduct his busi- 
ness so as to make a profit. 
Fittings and Valves 

Speaking from a manufacturer’s viewpoint, H. W. 
mour, Crane Co., Chicago, stated that the fittings situa- 
tion was fairly good in the last year. This was particu- 
larly true of the last eight months of last year, Mr. Sey- 


Sey- 


mour said, when there was no price cutting to any extent 
among the manufacturers. During the past four months, 
however, Mr. Seymour stated, there has been a tendency 


among some manufacturers, aided by some jobbers, to 
extend a 2% or 5 per cent concession. This, Mr. Sey- 


mour warned, is liable to seriously disturb the market. 
that 
was considerably off that 


He stated his company’s tonnage, so far this year, 


of the same period last year, 
explaining such a shrinkage as due to a generally lessened 
demand, perhaps, and to a feeling of uncertainty among 
jobbers as to the stability of prices. He said there should 
be no decrease in manufacturers’ selling prices on fit- 
tings, if manufacturers are guided by their costs, but if 
some continue their concessions there might be an upset. 

C. F. Harvey, Detroit, told the convention that 23 per 
cent of his inventory consisted of fittings and, in his opin- 
ion, it was highly desirable that such a large division of 
the jobbers’ total business be a profitable one. 

Enameled Ware 

J. W. Oliver, Standard Sanitary Mfg. Co., in discussing 
the enameled ware situation, said that it must be remem- 
bered that this going through a period in 
Which existing producing facilities. if fully operated, are 


industry is 
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more goods than the country 
While this condition persists, it makes it 
difficult to maintain a situation that is satisfactory to all 
concerned, and Mr. Oliver, therefore, believed the industry 


capable of turning out 


can absorb. 


deserves credit for being able to do so. He quoted statis- 
tics on general building and on residential building so 
far this year as compared to the same period of last. He 
did the same with shipments of tubs, lavatories, sinks and 
miscellaneous ware. These figures indicated only a very 
slight shrinkage in business from last year and certainly 
no reason for pessimism, said Mr. Oliver, in confirming his 
statement that prevailing conditions are about the same 
as have prevailed for months. He did stress the necessity 
for making the most of opportunities, which he said was 
He felt that plumbing and heating goods 
are being bought instead of sold and particularly that 
improvement in selling activity could be made by the 
plumber. He said that such activity is needed at the re- 
tail end of the business. 
Boilers and Radiators 

Charles K. Foster, American Radiator Co., said that 
the boiler and radiator business was in about the same 
volume so far this year as during the corresponding pe- 
riod of last year—perhaps a little less. Transportation is 
good. Stocks are adequate. Therefore, orders are fre- 
quent, but not large, which Mr. Foster believed a healthy 
situation. He believed that this year should be as good in 
volume and as good or better in profits as last year. He 
referred to recent changes in types of radiators, which 
he felt made a better looking product and one which 
should encounter less selling resistance. 

Mr. Foster endorsed Mr. Oliver’s remarks about the 
need for intensification in and new methods of selling. 
He said that the best way to cure all business problems 


not being done. 














Top picture, left to right: C. H. Rogers, Scioto Valley Supply 
Co., Columbus, Ohio; H. J. Harte, Speakman Co., Pittsburgh; 
J. F. Kirkpatrick, William B. Seaife & Sons Co., Pittsburgh; 
Cc. W. Long, Bailey-Farrell Mfg. Co., Huntington, Va.—Bottom 
picture: C. V. Haynes, F. H. Gaylord and E, W. Stitt, all of 
Hoffman Specialty Co.; H. K. Downe, National Radiator Co. 
work 


was to increase demand. He did not feel that new 


was the important objective in selling, for, he said, there 
is no doubt that new hotels and other construction are 
going to have bath tubs, for instance. He urged getting 
to 17,000,000 home owners to sell more plumbing and 
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Pottery 

E. S. Aitkin, Trenton Potteries Co., said that pottery 
business last year was one of great volume, every manu- 
facturer shipping more goods than ever before. How- 
ever, he said, price disturbances among wholesalers were 
reflected in manufacturers’ selling prices, and profits were 
not good. Business started in good volume this year, but 
by the end of February a slump came and there has been 
only a moderate demand since. He said that a more nor- 
mal demand is looked for during the balance of the year, 
with only a fair volume expected, which a 50 to 60 per 














Top row, left to right: R. W. Hillman, United States Radiator 
Corp.. Detroit, Mich.; Earl W. Roberts, The Roberts Brass 
Mfz. Co., Detroit; R. L. Ottke, Standard Sanitary Mfg. Co., 
Pittsburgh; F. A. Haring, Harris Pump & Supply Co.—Bottom 
row: C. C., Adams, Conemaugh Iron Works, Latrobe, Pa.; J- 
A. Robertshaw, Robertshaw Thermostat Co., Youngwood, Pa.; 
G. E. Anderson, Conemaugh Iron Works, Latrobe, Pa.; Thomas 
Chester, Pittsburgh 


cent capacity production schedule can fill. On the basis 
that selling prices are close now, he did not feel that 
there should be wide fluctuations in the future. 

In closing, he thanked the jobbers for their sympathy 
and support to the potters during the trying times of their 
trial. President Dennison called A. M. Maddock to the 
speakers’ platform, which resulted in a rousing ovation 
and the sincere thanks of Mr. Maddock for such an ex- 
pression of friendship. 

Range Boilers 

Alan M. Scaife, Wm. B. Scaife & Sons Co., stated that 
in the range boiler industry manufacturers and whole- 
salers have been working against themselves and against 
each other in the last few years. Although range boilers 
amount to only one per cent of the average jobber’s busi- 
hess, there has been ruinous competition for available 
offerings, Mr. Scaife said. 

Prices declined steadily until August of last year, and 
since then have come up to a prevailing level approxi- 
mately 5 per cent higher, according to Mr. Scaife. He 
called it a buyer’s market, saying that it is possible to get 
Practically any price, that there is no uniformity in quo- 
tations or coverage, that manufacturers are selling on 
three or four sheets and covering for periods of from 60 
days to 5 or 6 months and more, if requested. He said 
that there are still shipments going out at the low August 
prices, a considerable volume at 5 per cent higher, and 
that some boilers are now being sold at 5 and 10 per cent 
higher prices than that. He blamed such conditions on 
Overproduction and a desire to get rid of surpluses, and 
felt that the cure was for jobbers to patronize local or 
hear-by sources of supply and not encourage manufac- 
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turers to try to extend their distribution areas. He felt, 
anyway, that the influx of water heaters was gradually 
eliminating range boilers and hoped that the declining 
years might be made to show some change from present 


conditions of selling below cost. 
Soil Pipe 

Wm. M. Byrd, Jr., Alabama Pipe Co., reported that soil 
pipe has enjoyed a fairly stabilized market for the last 
18 months, but he felt that the industry for which he 
spoke had lost on volume more than any other. 1925 
was a banner year for soil pipe sales. 1926 tonnage was 
off about 10 or 15 per cent. So far this year, sales are 
off 20 to 25 per cent, he stated, and he believed that this 
shrinkage would continue. Although building as a whole 
is holding up, he said, there is not so much soil pipe being 
used in proportion. He kelieved that the Durham system 
was supplanting soil pipe in the larger installations and 
he said that residential work was falling off in volume. 
He stated, though, that the industry was planning a cam- 
paign in the hope that the trade can be persuaded to use 
more soil pipe in large buildings, having assessed soil pipe 
manufacturers on a tonnage basis to raise $200,000 a 
year for this purpose. He said that a great deal of re- 
search has been done in this connection, that a new hub 
has been developed from tests at Columbia University 
and that a list committee has been revising lists on cer- 
tain fittings to conform with the basis on which staples 
are priced. 

The soil pipe industry, he said, is operating at an av- 
erage of 60 per cent capacity—some manufacturers at 40 
per cent and ‘‘some at 110,’’ but disposing, as a whole, of 
60 per cent of productive capacity. He felt that the fu- 
ture of the soil pipe market was not so bright as he would 
like to see it. 
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Plumbers’ Brass Goods 
Earl W. Roberts, The Roberts Brass Mfg. Co., Detroit, 
Mich., said that the plumbers’ brass goods industry was 
operating at 60 per cent of capacity on the average. He 


expected a fair year for 1927, although he said prices 


were hardly fair. He told of the progress made in form- 
ing an association of brass goods manufacturers which 
would be truly representative of the industry, details of 
which will be announced later. He said that it was the 
industry’s aim to make brass goods a more important 
item with the jobber. 


The Science of Business 

Dean Louis K. Manley, School of Business Administra- 
tion, University of Pittsburgh, thoroughly interested the 
convention in a talk on applying scientific marketing prin- 
ciples to business. Manufacturing has outstripped distri- 
bution, he pointed out, perhaps because to manufacturing 
known scientific principles can be applied, whereas in dis- 
tribution there is no chemistry, physics or mathematics. 
However, in distribution there is material, Dean Manley 
said, to apply scientifically. The trouble is that the ordi- 
nary business man does not make the application. The 
science of business has units of measurement in available 
statistical data and in accounting from which it is possi- 
ble to make interpretations. There are principles of 
finance and principles of transportation which can be ap- 
plied. While there are certain unpredictable factors in 
distribution, as in any social science, there are also cer- 
tain predictable factors. 

Dean Manley said that marketing means building up a 
reputation for goods and for manufacturers which will 
serve to break down sales resistance for a long time to 
come. It is not a 6-month, or a 6-year plan. It looks to 
the long future. There are four primary questions a 
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distributor must answer, he said: 1. Where is your 


market? 2. What are the special characteristics of that 
market? 3. What are the best methods of selling strategy 
to reach that market? 4. What is the best type of sales 
appeal? 


He said that the kind of marketing survey which is 
becoming increasingly useful is that which discloses Class 
A prospects in a market. He felt that business is and 
should be making an effort to apply scientific technique 
to its problems. 

Credit 

F, S. Jeffries, eastern manager of the National Associa- 
tion of Credit Men, in speaking of the necessity for co- 
operation in the interchange of credit information, gave 
his listeners a good reason for the proper supervision and 
limitation of credit extension when he said that credit 
losses last year in this country exceeded the profits made 
by the retail end of business. He applied a large share 


of his talk to the plumbing field, for he was secretary of | 


San Francisco jobbers’ credit group for nine years. From 
his own experience, therefore, he told stories of how 
easy it was to secure credit from jobbers, the average 
assets of some $200 in cash, an equity in a small car and 
a joint equity with his wife in a home, enabling a man 
who wants to go into the plumbing business to get credit, 
not from one jobber, but from several. He pointed out 
that a desire for volume was generally responsible, yet 
explained that 1,000 good accounts would do as much 
business as 3,000 incompetents, maintained in business by 
easy credits. He estimated that 80 per cent of the whole- 
salers of plumbing and heating supplies did not make 


money last year, and attributed it largely to loose credits. | 


He felt that direct-to-consumer selling would in the end 
prove more expensive to the consumer than the present 
system of distribution, so advocated making money with 
the prevailing facilities by paying more attention to 
credits. ‘ 

The Trade Extension Bureau 

Theodore Ahrens led the discussion on raising money 
to be used to further trade extension work and inaugurate 
a national publicity campaign. As is familiar to the 
entire industry, $500,000 a year for three years is the 
goal set; and, Mr. Ahrens said, this is not much money in 
comparison to the results to be expected and to what other 
industries are doing. He believed that it was possible 
to make this business twice as large as it is, but it will 
take time and money, 

He said that 1,510 concerns have been appealed to for 
Support and that, up to last week, 230 had sent in sub- 
scriptions. The total raised is $300,000, Mr. Ahrens said, 
and he felt that $500,000 should be easy to secure, con- 
sidering the fact that less than one-sixth of those to whom 
appeals have been sent have raised over half that amount. 

He said that the Manufacturers’ Committee had decided 
not to move the Bureau from Evansville, Ind., to St. Louis 
at this time. Such a move would cost $35,000, and it 
will be deferred until it can be done more easily. He said, 
too, that the committee is still looking for the right man 
to manage the proposed campaign and would not call for 
the money on subscriptions until he was secured. Checks 
already sent in are being held. The Bureau, in the mean- 
time, is being kept alive by subscriptions on the same 
basis as last year’s budget. 

He stressed the fact that the additional money must 


be raised and said that he was putting the job up to the 
listeners. 


A. B. Pierce said that this campaign was of vital con- | 


cern to all and a few should not be expected to carry the 
whole burden. 

H. W. Seymour, who has been active in this work, said 
that the manufacturers on the committee have given this 
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NO. 5-3%4"= 14" 
NO.6- 1" = 14" 
NO. 6-14 = 14" 
NO. 6-137'= 14" 
NO.6- 2° #14" 
Fig. 118. No. 5—%4-inch Compound Injector. Pat- 
ented in U. S., Canada and Foreign Countries, 
Dehn’s Automatic Water Softener and 
Scale Remover does away with the ac- 
cumulations of any sediments or foreign 


minerals in heaters, range coils, water 
backs, furnaces and tanks and has 
proven itself beyond doubt in softening 
water. Write for catalog today. 

COMPOUND INJECTOR & SPECIALTY CO. 


419-421 D No. Laramie Ave., Chicago, IIl., U.S. A. 


Originators, designers and sole manufacurers of 
















THE QUALITY GOODS 
SL 


Deep Well 
Pumps 


Fully enclosed 

Slow speed 

Automatically 
lubricated 

Quiet running 

Silent chain drive 

Running in oil or 
Belt drive 


Main frame cast in one piece insuring strength and 


rigidity. Body of pump forms a dust proof oil case in 
whiehs coduation gente run in an oil bath like automobile 
transmission. Bronze worm wheel and steel worm 
running in oil eliminates noisy open spur gears. This 
type of drive is fast becoming popular in high powered 
trucks, automobiles and tractors. 


Gear reduction 16 to 1. Worm shaft fitted with deep 
grooved ball bearings on sprocket end, bronze bearings 
on opposite end. This construction makes for operating 
smoothness. No cross slide—less friction. 

Furnished regularly with Monarch automatic pressure 
switch. Operated by one-third h. p., 4-h. p., 1 h. p., and 
1% h. p. 


Send for Catalog No. 103 and Price List No. 10 de- 
scribing Monarch Deep and Shallow Well Outfits 


The Monarch Engineering Co. 
230 E. 1st Street Dayton, Ohio 
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Connected Waste and 
Overflow with Trap 












Some Special Features: 


Deep water seal. 
Roughs in line. 
Will line up straight on any tub 
No. 20 B & S gauge tubing. 

All cast brass trimmings, 

nickel plated. 

This fixture is reasonable in 
price and you cannot secure 

a better one no matter how 
much more you pay for it 

















Manufactured by 


DEARBORN BRASS CO. 


CEDAR RAPIDS =. IOWA 
Sold to the jobber only 
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SAFE—EASY TO HANDLE— 
ECONOMICAL 


The hot water heater for the residence, barber shop or other 
small job must combine these three features with the very 
best in construction. 

That’s what you'll find in Wilks Water Heaters. The small 
size heaters illustrated here are of all-sceel construction, burn 
either hard or soft coal, and are easily installed and handled. 


Write for more information about them. 


S. WILKS MFG. COMPANY 
3515 Shields Ave. Chicago, III. 


E. W. Sedgwick Pres. H, M. Sedgwick, Secy. and Treas 
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| matter a lot of time and a lot of study and they know 
they are right in their expectations of many benefits for 
the entire industry from the proposed campaign. But, he 
said, everyone must help. 

M. J. Gibbons, Jr., Dayton, Ohio, and M. J. O’Fallon, 
Denver, spoke in favor of the campaign. President 
| Dennison promised Mr. Ahrens that the association’s ex- 
ecutive committee will give the matter definite considera- 
tion and decide what the Association can do. 

President’s Annual Address 

At the opening of the first executive session, President 
Dennison delivered his annual address, in which he said 
| that 1926 was another year in which distributors of pipe 
and supplies failed to set a mark of which they could be 
proud. There was too much volume at the expense of 
profit, there were too many free services, too liberal ex- 
tension of credit. Stabilized prices, Mr. Dennison pointed 
out, meant little when credits were no good, and firm 
credits could not make money for the jobber who trucks 
a piece of material 50 miles without charge. The presi- 
| dent noted a transition in business recently from the old 
| possibility of searching for and finding profitable business 

far afield to the present necessity of working only fertile 

territories near home, due to modern transportation and 
increased competition. He felt that a national association, 
such as the National Pipe and Supplies, was needed. 

Mr. Dennison announced the appointment on the nom- 
inating committee of W. H. Baker, St. Louis; V. S. Fer- 
guson, Kansas City, Mo.; W. H. Smith, Cleveland, Ohio: 
H. W. Thorndike, Boston, Mass.; and A. A. Tomlinson, 
Philadelphia, Pa. On the resolutions committee he placed 
C. F. Harvey, Detroit, Mich.; W. H. Shurtleff, Boston, 
Mass.; C. R. Crane II, Chicago, Ill.; F. N. Kretschmer, 
Dubuque, Ia.; A. W. Fullerton, Cleveland, Ohio; and E. 
A. Paden, Houston, Texas. 


Secretary’s Report 

Secretary MclIlvaine’s report stated that records showed 
a constantly increasing cost of management and services, 
closer margins of profit and a great intensity of competi- 
| tion in restricted territories. Mr. McIlvaine said that he 
was impressed during the year by the scarcity of com- 
plaints from members in regard to manufacturers’ meth- 
ods of distribution. He interpreted from that a close 
| co-operation on the part of the producers. 


Wrought Pipe Situation 
The members missed W. M. Pattison in their discussion 
on the wrought steel pipe situation. Mr. Pattison had led 
this discussion for years up until the time of his recent 
| death. A summary of the reports of members from vari- 
ous sections of the country would indicate a fairly favor- 
able situation in the distribution of pipe. 


Report of Plumbing Supply Committee 

W. C. Hanson, Washington, D. C., rendered a carefully 
compiled report on conditions in the plumbing supply end 
of the jobbers’ business throughout the country. It was 

| in the form of extracts from letters received from whole- 
salers in various sections and, as Mr. Hanson said, there 
was not a single optimistic report. Some few, he stated, 
had made a profit, but they were the conservatives who 
had ‘‘stayed in their own back yard and looked after their 
own wood pile.’”’ Listed among the many reasons for re- 
ports of profitless conditions were an excessive desire for 
volume, deplorable credit conditions, over supply of sales- 
men, increasing overhead, lack of co-operation among 
wholesalers, free truck deliveries, estimating and engi- 
neering services, manufacturers encouraging new outlets, 
etc. Several letters spoke of chain stores and consolida- 
tions as an expected process in the fight for the survival 
of the fittest. Another said the answer was elimination. 
| combination or co-operation. 
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Business Comparisons 

Secretary McIlvaine read reports from 198 houses 
which showed that 1926 net sales were 101 per cent of 
1925 net sales—96 had increased to 112 per cent and 102 
had decreased to 90.7 per cent. 














Top row, left to right: E. F. Kunde, Malone Plumbers’ Supply 


Co., David Smythe, Central Tube Co., and C. H. Fry, William | 
B. Scaife & Sons Co., all of Pittsburgh.—Bottom row: C. 0. 


Lippy, Thos. Maddock’s Sons Co., Chicago; J. A. Galloup, 
Galloup Pipe & Supply Co., Battle Creek, Mich.; R. R. Jardine, 
National Tube Co., Pittsburgh 


He read reports from 184 houses on a comparison of | 


business during the first four months of 1927 with that 
of the first four months of 1926, of which 52 plumbing 
and heating supply hotises showed an average increase of 
18.12 per cent and 72 a decrease of 11.66 per cent; 24 
plumbing, heating, mill and mine supply houses showed 
an average increase of 6.66 per cent and 20 a decrease 


of 9.58 per cent; and 16 steam supply houses showed an 


average decrease of 13.03 per cent. 


Cost of Doing Business 
Mr. McIlvaine passed out reports and a graph on the 
cost of doing business, which will also be put in the mail 
for members’ further study. 132 houses contributed in- 
formation to the report, which disclosed that the average 
net profit for 1926 was 1.68 per cent, and the average 
gross profit 21.18 per cent. 


In Memoriam 

President Dennison asked the members to stand for a 
moment in silent tribute to the memories of L. C. Hues- 
mann, W. M. Pattison, C. V. Kellogg, W. M. Belden and 
Dr. J. T. Duryea, all of whom died since the last meeting. 

Dennison Honored 

The resolutions committee moved a vote of thanks to 
President Dennison for his efficlent services to the asso- 
ciation and, in appreciation, instructed the incoming offi- 
cers to purchase and present to him a fitting symbol of 
the association’s regard. 

There were brief discussions on the time payment plan, | 
consigned stocks and brass pipe. Before the meeting 
closed, Secretary McIlvaine asked for an expression of 
Opinion on places for the annual meeting. Sentiment 
Seemed to be divided in favor of an industrial center like 
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14 Horse Power Century Repulsion-start 
Induction Single-phase Motor 


High 
Starting Torque 4 


The high starting torque of Century Repulsion- 
start Induction Single-phase Motors makes 
them particularly adapted to installations 
where the load is hard to start—pumps, air 
compressors, inertia and fly-wheel loads. 


] Starting torque is never less than 
300% of full load torque. 


2 Starting current is never more than \4 
260°% of full load current. ; 





3 Fuses which will protect the motor mals 
while running and carrying its load 
are usually large enough to effect a | 
start. j 

In addition, all Century Repulsion-start Induc- 
tion Single-phase Motors, one horse power and 
smaller, are regularly equipped with the Cen- 
tury Wool-yarn System of Lubrication, which 
assures at least one year’s 24-hour-per-day 
operation without reoiling. 


Built in all standard sizes from 1% to 40 horse 
power. Temperature rise does not exceed 40 
degrees Centigrade. 


There is a difference— use and specify + 
Century Repulsion-start Induc- 
tion Single-phaseMotors ‘ 


CENTURY ELECTRIC COMPANY 
1806 PINE ST. ST. LOUIS, MO. 


32 Stock Points in the United States 
and More Than 50 Outside Thereof 

















Pittsburgh and a resort, like White Sulphur Springs, 
W. Va. The matter will be left for decision to the exec- 
utive committee. | 





l% to 40 H. P. 14 to 40 H. P. 
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A type and size for 
every building from 
the skyscraper to 
the cottage. 


Write for catalog and 
installation data. 


HUMPHREY COMPANY 
(Dio. Ruud Mfg. Co.) 
Kalamazoo y Michigan 

















3 Times the Profit! 


Every time you sell a Whale-Bone-ite Seat you 
make three times the profit possible on a staple 
job. Don't waste time soliciting orders for cheap 
seats at a minimum profit when a little salesman- 
ship will bring you an order for a Whale-bone-ite 


Seat at a real profit. And the Whale-bone-ite sale 


means a satisfied customer! 








WHALE-BONE-ITE seat. 


THE BRUNSWICK-BALKE-COLLENDER COMPANY -CHICAGO . 














M-VB 


TANK FITTINGS 


Why worry? The plumber who sleeps 
soundly at night knowing that his jobs are 
all giving satisfaction, relies upon material 
that does justice to his skill as a workman. 
That’s why M-VB Closet Tank Fittings 
are so popular with the nation’s best 
plumbers. > 


Made by 
Morency-Van Buren Mfg. Division, Sturgis, Michigan 
Distributed by The American Pin Co. Division 
Scovill Mfg. Co., Waterbury, Conn. 


























MIDLAND ¢rerece FLASHINGS 
Made from virgin 
pig lead by a pat- 
ented process that 
assures you of 
a pliable lead flash- 
ing free of air pock- 
ets and cracks and 
of uniform thick- 
ness. Heavy calk- 
ing ring inside. No 
Joints tocomeapart. 
Will fit any pitch 
o roof, 
saad << ee : Ask your jobber. 
——_—__— Midland Metal Mfg. Co. 


The Yeliow Label is 
inferior imitations. fan Kansas City, Me. Newark, N. J. 


“MIDLAND” Gab Al ROOF FLASHING 






































' table by Mr. Vance. 
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CENTRAL TRADES GOLF ASSOCIATION HOST TO 
NATIONAL PIPE AND SUPPLIES GOLFERS 
The efforts of the Central Trades Golf Association ot 
Pittsburgh to hold a golf tournament for members of the 
National Pipe and Supplies Association who attended the 
18th annual convention of this organization, on May 1° 
and 11, resulted in the largest meeting of its kind in the 
history of the industry. An all day and evening affair, 
held on May 9, it attracted 138 players from all sections 
of the country and ended with a dinner at which 165 were 

served. 
The Pittsburgh Field Club was the scene of the tour- 
nament, and nothing more could be desired in the way of 








Top picture, left to right: L. M. Johnston, A. M. Byers Co. 
Pittsburgh; C. J. Diebold, Pittsburgh; M. J. Czarniecki, A. M. 
Byers Co., Pittsburgh; H. L. Murray, H. Belfield Co., Phila- 
delphia.—Bottom picture: Donald E, Jones, Crown Pipe & 
Foundry Co., Jackson, Ohio; E. 8S. Aitkin, Trenton Potteries 
Co., Trenton, N. J.; F. W. Broatch, United States Sanitary 
Mfg. Co., New York; Dwight Jones, Crown Pipe & Foundry 
Co., Jackson, Ohio 


a beautiful and sporty golf course. The weather was 
ideal; the course in splendid condition. Nothing was 
overlooked by the hard-working committees of the Cen- 
tral Trades organization that could possibly cater to the 
comfort and pleasure of the guests. 

A desk in the lobby of the William Penn Hotel, in 
charge of R. Payne Wettstein, secretary-treasurer of the 
Central Trades, provided the opportunity for each golfer 
to sign up and secure transportation to the club. The 
automobile committee consisted of W. B. Bryar, Peter 
Snelsire, Carl Gorman, Edw. Kunde and John Leahy, who 
saw that everyone was delivered to the scene of activity. 

F. A. (Dazzy) Vance, with the assistance of R. L. Oitke 
and C. C. Adams, took charge of the players at the club 
house and, after a perfect luncheon had been served, 
started them off in foursomes. From then on it was up 
to each individual and a range of gross scores from 7%, by 
M. J. Czarniecki, to 173, by A. D. Wright, shows how 
seriously the 138 took their obligations. There was 
trouble aplenty—witness M. G. Brown’s 13 on the par 3 
No. 13 hole and H. C. Davis’ 15 on the par 5 No. 12. But 
it was golf and every single one of them made the most 
of it. 

Prizes galore had been contributed by manufactwrers 
and supply houses in the Pittsburgh district, and well 
worth the hill-climbing they were, as displayed on « big 
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tory of a jewelry and leather store. Here they are: 


1, Low gross—M. J. Czarniecki, score 78. Prize, black | 


and white handbag. 


2. Low net—R. J. Midgley, score 67. Prize, plain 
handbag. 
3. Second low gross—C. C. Adams, score 81. Prize, 


zipper bag. 

4, Second low net—Jack Moore, score 68. 
per bag. 

5. Third low gross—J. F. 
Prize, silver cocktail shaker. 

6. Third low net—F. A. Haring, score 69. Prize, cock- 
tail shaker. 

7. Fourth low gross—H. L. Keally, score 86. 
cocktail shaker. 


Kirkpatrick, score 


Prize, 





Prize, | 


Prize, zip- | 


82. | 


8. Fourth low net—H. W. Thorndike, score 71. 
musical jug. 

9. Fifth low gross—L. M. Johnston, score 87. Prize, | 
cocktail shaker. ' 

10. Fifth low net—R. W. Hillman, score 72. Prize, 
cocktail shaker. - 

11. Sixth low gross—G. E. Anderson, score 88. Prize, 
leather traveling kit. 

12. Sixth low net-—T. L. Lewis, score 72. Prize, 
leather traveling kit. 

13. Seventh low net—H. K. Downe, score 72. Prize, 
syphon bottle. 

14. Highth low net—-J. S. McIlvaine, score 72. Prize, 
golf hose. 

15. Ninth low net—P. H. Seward, score 72. Prize, 
golf hose. 

16. Tenth low net—A. Purnell, score 73. Prize, bottle 
cases. 

17. Eleventh low net—W. C. Lannon, score 73. Prize, 
bottle cases. 

18. Twelfth low net—L. S. Rothwell, score 73. Prize, 


pair clothes brushes. ‘ 

19. Most strokes on hole 13—M. G. Brown, score 13. 
Prize, cigarette box. 

20. Most strokes on hole 12—H. C. Davis, score 15. 
Prize, ash tray. 

21. Highest number of strokes—A. D. Wright, score 
173. Prize, traveling kit. 

Sweepstakes 
Handicaps 1 to 16 

Net Scores 


Winners No. of Balls 


ee 68 10 
Me 71 8 
Nas SE bs bs as es ee Rie 73 5 
Handicaps 16 to 30 
Fs ie I ie 6's oon sie eet ne kaa ben 69 14 
DS ENR iiniai5 sao 6h 6.0. Sawa AIS 72 6 
By MUO yo 5-5 6-450 4Ga.9 oes ‘ 72 6 
Pl, Bees ROOM es) 5s cw Nekaeee dav awans 72 6 
Rs, Mee I Ga -/is lve wae ae ge @eawes 72 6 
is Mie EMS <Rs a Wade ae wewcas awn 72 6 


The awarding of prizes was just the start of an evening 
which will long be remembered for its excellent dinner 
and lavish entertainment. The entertainment committee 
consisted of R. L. Ottke, C. S. Pitkin and Shirley Mitchell. 
There was something doing every minute until midnight 
or later. 

The prizes and entertainment were furnished through 
the courtesy of the following concerns: Central Tube Co., 
Speakman Co., A. M. Byers Co., U. S. Sanitary Mfg. Co., 
National Tube Co., Wm. B. Scaife & Sons Co., Robert- 
shaw Thermostat Co., Conemaugh Iron Works, Iron City 
Sanitary Mfg. Co., Pittsburgh Engineering Co., Walworth 


Co., Republic Iron & Steel Co., Spang Chalfant & Co., Na- 
tional Radiator Co., Pierce, Butler & Pierce Mfg. Corp., 
Thomas Maddock’s Sons Co., Crane Co., Jenkins Bros., 
Standard Sanitary Mfg. Co., American Radiator Co., U. S. 
Radiator Corp., Youngstown Sheet & Tube Co., Kohler 
Co., and Mill, Mine and Sanitary Jobbers of Pittsburgh. 


| 
| 
| 
| 


| 
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Only high-grade radia- 
tor valves bear the 
Commonwealth Lavigne 
trade mark. Made ina 
variety of approved de- 
signs they meet every 


requirement for radiator 
valves of dependable 
quality. 


\\ Your 
aI Jobber 

id OF 57) 
Supply 

You 





COMMONWEALTH BRASS CORPORATION - DETROIT 











Get your share of this business 


The countless homes going up beyond the city 
limits are demanding a better water heater, one 
that operates cleanly and dependably without care 
or attention. 

Wessels Electric Water Heaters do all this and 
operate dependably for years. % 

Do not be afraid of the electrical end. It is a 
simple matter for any electrician to hook it up 
from the diagram which is supplied. 


It is yours to sell and make a profit. 


Write for further details. 
Your jobber can supply you. 


D. D. WESSELS _& SONS CO., Detroit, Michigan 
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HIDIOIOIOIDIOI OIG, DIDIDIOIDIDIDIOIO} | NOLAND CO., INC., OPENS TWO BRANCHES 
(ml 


Noland Co., Inc., Newport News, Va., announces the 
j- opening of a new branch at First and K streets, N. E., 
' Washington, D. C., on Thursday, May 12. The com- 
pany’s new branch is located in a building on the Balti- 
more and Ohio tracks, its facilities including 22,500 sq. 
ft. of floor space. L. U. Noland, the president, states the 
new branch is designed to care for the company’s business 
| in Washington, the District of Columbia, and vicinity. 
| A. B. Schofield, second vice president of the Noland Co., 
Inc., will be general manager of the branch. The buying 
| will be done by the company’s general purchasing agent, 
P. E. Hanlin, at the main office in Newport News. The 
company also announces the opening of a new branch 
in Durham, North Carolina, on May 2. This concern now 
has, besides the main office, branches at Roanoke and 
Lynchburg, Va.; Bristol, Tenn.; Raleigh, Winston-Salem 
and Durham, N. C.; Spartanburg, S. C.; West Palm Beach, 


Fla., and Washington, D. C. 


GENUINE 




















NOW IN NEW LOCATIONS 

The Kennedy Valve Manufacturing Co. of Elmira, N. Y., 
| has moved its branch and warehouse in Chicago to 1335- 
| 1337 South Clinton street in the new Soo Terminal. 

The Monarch Pipe & Supply Co. of Chicago has moved 
its business from 1408-10 West Harrison street to 2201- 
2211 South Loomis street. 

The American Gas Association has recently moved its 
offices to the new Graybar Building, 420 Lexington ave- 
nue, New York City. The association offices were for- 
merly at 350 Madison avenue. 








OPENS BRANCH FACTORY IN CLEVELAND 


C. J. Tagliabue Mfg. Co. of Brooklyn, N. Y., has opened 
a branch factory at 5902 Carnegie avenue, Cleveland, 
Ohio, in charge of A. R. Anderson, district manager. 


Speedy Delivery of 
ARMSTRONG TOOLS 








INCORPORATE TO MAKE SPECIALTIES 
Peerless Valve Mfg. Co., 1802 North Halsted street, 


Chicago, has been incorporated with a capital of $40,000, 
to manufacture plumbing specialties. The incorporators 


In the early days, and even 
are: F. O. Fitzpatrick, A. H. Witt and Edwin J. Nunn. 


today, in remote places, the 
pack mule is used for trans- 


porting the tools and equip- 
ment of various peoples. 





EVINS F. GLORE & SON, INC., EXPANDING 

Evins F. Glore & Son, Inc., Grand Central Terminal 
Building, New York City, has been appointed exclusive 
representative for the Republic Radiator Co. of Baltimore 
in New York City, Long Island, northern New Jersey and 
Connecticut. The distributors are maintaining a ware- 
house stock at Verona and Imlay streets, Brooklyn. This 
company has also added to its office space, having recently 
taken Room 1512 in the Grand Central Terminal Build- 
ing in addition to Room 1510. 
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But your pipe tools can be 
rushed to you in speedy 
motor trucks which your 


Armstrong jobber uses. 





NEW MANUFACTURING COMPANY FORMED 

The MyraStone Products Company, a new company for 
the production and sale of concrete plumbing specialties, 
has been formed in Philadelphia. Robert G. Adams 
formerly district manager of the Nustone Products Cor- 
poration is the president. Morris Younger, the treasurer 
of the new corporation was also formerly with the Nustone 
Products Corporation. 


Speed in delivery of your re- 
quirements is what you want 
when you need tools. You get 
it from Armstrong jobbers. 


BIPIRIOIO TOIT TE OIG E TC OIC OOOO WOU 


The Armstrong Mfg. Co. 


284 Knowlton St. 
Bridgeport, Conn. 


New York Office: 181 Lafayette Street 


DIMOCK & FINK CO. CLOSES BRANCH 
Dimock & Fink Co. of New York City, with headqual- 
ters at 220 East 125th street, announces the closing of its 
branch at 312 West 39th street. All material and stock 
has been removed from this branch to the main office 
Officials of the company state the change was made be A 
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cause of the expiration of the lease on the 
building. The branch 
Co. from John A. 


ago. 


was acquired by 
Murray & Company about three years 





MOVE HEADQUARTERS 
Announcement is made by the American Plumbing Man- 
ufacturing Companies, Brooklyn, N. Y., of the removal of 
headquarters to 381 Fulton street. 
merly located at 349 Adams street. 





OPENS OFFICE IN NEW YORK CITY 


The Monitor Boiler Co., Philadelphia, has opened a 
New York City office at 31 East 21st street, with S. B. 


Rigby in charge. 





CORPORATION INCREASES STOCK 


Giblin & Company, Inc., of Utica, N. Y., have filed notice 
with the secretary of state of an increase of capital stock 
from $125,000 to $500,000. 





CYCLONE VISITS MUELLER CO.’S VITREOUS WARE 
PLANT IN DECATUR 

A cyclone passed through Decatur, IIl., on Monday eve- 

ning, May 9. It tarried about two minutes and departed, 

but in that brief space of time it did something like a 

million dollars worth of damage to buildings, and its path 

of a quarter of a mile was literally strewn with fine shade 


trees. One of the first objects upon which the storm. 
vented its wrath was Mueller Co.’s new vitreous ware 
plant. The central portion of the roof, about 40 ft. in 


width and 500 ft. long, was picked up like feathers and 
distributed over a large portion of the surrounding ter- 
ritory. Large quantities of the wreckage were carried 300 




















After the storm.—Big sagger press surrounded by wires and 
pipe, at Mueller Co.’s plant in Decatur, Il. 


The concern was for- | 


ENGINEERING 


79 


39th street | 
Dimock & Fink | 


Bear This in Mind 


Gas Heat is the Only 
Clean Heat 





MIEARS-KANE-OFELDT, INC. 


Manulacturers of 


GAS FIRED BOILERS AND WATER HEATERS 


1903-1915 EAST HAGERT STREET PHILADELPHIA 
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- PROFITS 4 


Every plumber who 
is installing the 
Milwaukee Electric 
Suction System is 
making good prof- 
its. This is possible 
because he is han- 
dling the finest wa- 
ter system that 
work and superior 
materials can pro- 
duce. If you are not 
cutting in on these 
profits write at once 
for further particu- 
lars. 

MILWAUKEE AIR POWER PUMP CO.,6 Keefe Ave., Milwaukee, Wis. 5 
DODOODOOOOOOOOOODOOOOOOOOOOOOOOOOoOoO00000000 
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DEPENDABLE 
Sor PIPE and FITTINGS 








Sanitary Co. of America 
LINFIELD, PA. 








CURTIS 


PIPE CUTTING AND 
THREADING 
MACHINES 

i] give Economy—Speed—Reliability 





Cut shows one of our 
No.442 Direct-connected 
Electrics which has a 
range from |—4 inches. 
This model and our 2 
and 3 inch models are 


readily PORTABLE. 


There is a CURTIS for your work. Hand- 
Belt-Electric Models to 16 in. 


THE CURTIS & CURTIS COMPANY 
318 Garden St., Bridgeport, Conn. 


Most Threads per Dollar Invested : 
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get low cost quality in BUILT-WELL. 
wood itself. 


breaking under sudden strain. 
The Built-Well Seat is all that the name implies. 
Write for catalog. 


Built Well Mp. Co. 


1458 W. Kinzie St. Chicago, Ill. 


LOW COST QUALITY 


Real quality is cheap at any price, however you really 


The V-Lock Double-Dowelled Joint is stronger than the 
¢ i Every section has the grain running length- 
wise instead of crosswise eliminating any chance of 





























The Built-Well V-Lock Joint 


Sectional view of joint, turned 
upside down to show how 
dowels are inserted from bot- 
tom. Moisture only makes 
them tighter. 

Patented 





Top picture: Looking up through roof after the storm.—Bot- 
| tom pieture: Mass of broken timbers carried hundreds of feet. 
The large timber in the foreground is fourteen inches square 


| ft. or more to the track of the Illinois Central railroad 




























FITTINGS 


Trade Mark 


2” to 12” 
Inclusive 





Manufactured by 






CHICAGO, ILL. 
GENERAL OFFICES: 












IRON BODY GATE VALVES 


0.8. &Y. 
Patterns 


ILLINOIS MALLEABLE IRON CO. 


1801 DIVERSEY PARKWAY 





and deposited in large piles in front of an incoming freight 
train which had to stop until a relief crew could clear the 
track. The damage to the vitreous ware plant amounts 
to between $40,000 and $50,000, and the plant will neces- 
sarily be closed down until repairs can be made. 

Mueller Co. sustained additional loss approximating 
$25,000 to farming property adjacent to the vitreous 
plant—barns, silos and houses being destroyed or 
wrecked, Mueller Lodge, well known to many persons, 
was undamaged, but some of the grand old trees went 
down before the wind. 

Among other heavy losers was the Decatur Gas Co., 
whose building housing the machinery was completely de- 
stroyed. This was a substantial two-story brick about 
100 ft. long and 40 ft. wide. 

The one fortunate thing about this cyclone was the 
absence of fatalities despite the widespread damage to 
property. Minor injuries were received by some fifty or 
sixty persons. 


Trade Mark 





ECONOMY PUMPING MACHINERY CO. NOW IN 
NEW PLANT 
Economy Pumping Machinery Co. of Chicago has moved 
its general office and factory from 122 North Curtis street 
to its new plant at 3431 West 48th place. The new plant 
is a modern two-story building of brick and steel con- 
struction, 100 ft. wide and 200 ft. long. The first floor 
is at carbody and truck level, with a loading platform the 
full length of the building. A switch track will accom- 


modate five cars, so that both incoming shipments can be 
handled efficiently. The company will continue its foundry 
and the manufacturing of some specialized lines at its 
Joliet plant. 





The June meet of the Plumbing and Heating ‘Trades 
Golf Association of New Jersey will be held at the Newark 


Country Club, Tuesday, June 7. 
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WESTERN TRADE GOLF ASSOCIATION HAS RECORD 
OPENING 

With seventy-one members and guests playing the well- 
liked Wilmette Golf Club course, the Western Trade Golf 
Association of Chicago opened its 1927 season on May 5, 
with a real golf tournament. Nature was kind and pro- 
vided weather that made it seem like mid-summer golf, 
and the comparison was carried out in the scores, there 
being very few poor cards turned in. The enthusiasm 
certainly forecasted a successful season, the members 
voting to challenge the Michigan Trade Golf Association 
to a match at Battle Creek, endorsing the idea of a tri- 
meet with the master plumbers and heating contractors in 
July, and passing on twenty applications for membership. 

A. EK. Norman, Jr., played a beautiful 75, for a 69 net, 
which won him first prize in Class A and B, and put his 
name on the Association Cup for the second time. L. J. 
Pitcher took second in the top class, with a net 71. Mar- 
tin Maloney won first honors in Class C, with G. F. Mooney 
right behind him. F. H. Gaylord outdid himself in Class 
D, winning first prize by seven strokes, with W. E. Foskett 
taking second money. George Smith won the morning 
qualifying round. Cliff Presdee took the Duffer’s Cup. 
There was a blind bogey prize for which A. D. Campbell, 
H. A. Cross and Chas. E. Price tied, Campbell winning the 
toss-off. The prizes were all designed to please smokers, 
first prize in each class being a cigarette lighter and sec- 
ond prize being a nest of ash trays. The guest prize was 
won by E. H. Christiansen, 


These prizes were awarded at the evening meal, at 
which President Frank B. Hackett presided. Mr. Hackett 
introduced several of the old-time association men, and 
won the consent of Elmer Sanger and Harry M. Hart to 


ask the master plumbers and heating contractors, re- 
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When the Western Trade Golf Association held its first meet 
of the season during May: Top—Frank B. Hackett, presi- 
dent; Clint Beery, past president; A. B, Martin.—Bottom—R, 
M. Hubler, 0. H. Theleen, E. W. Sanborn and J. Roy Andrews 


spectively, to accept the challenge for a tri-meet. Captain 
J. H. O’Brien announced the completed schedule for the 
season, which will take the members to Glen Oak Country 
Club on June 10; to Olympia Fields on July 15; to West- 
ward Ho on August 11; to Glen Flora on September 8; 
and to Calumet Country Club on October 5. 

One of the unofficial matches of the day was a driving 
contest between E. W. Sanborn and Roy Andrews. Frank 
Hackett was the judge, and, in absence of any distance to 
measure, awarded the prize to Mr. Andrews on form. 













ALLWHITE LEVER with 
« PATENTED INTEGRAL 
CHINA ESCUTCHEON 





























URKs 


suPER-TURBINE 


PUMPS 


“Only one moving part’ 


~ A LIFE-TIME OF SERVICE/ = 
Dealers: Send for No. 83 Butletint 


PEGATUR PUMP COMPANY 


632 E. Cerro Gordo St., Decatur, His 














IMPROVED 
DESIGN 





GRIP TIGHT—STAY RIGHT 
Write for Free Catalog 


ARMSTRONG BROS. TOOL CO. 
323 N. Francisco Ave. - Chicago, U. S. A. 

















A good nipple for a good job 


For that big job that must be 
done quickly and well— get 
Pabst Nipples. Come conven- 
iently packed in cartons in all 
sizes; and everyone is clean 
threaded and will make up 
tight the first time. 


Order from your jobber 
FRED PABST CO., Mfrs. 
917 Juneau Ave., MILWAUKEE, WIS. 

The Same Old Name Since 1844 














S”“--EBCO circular WASH SINK 
ecngpeuaoe Fon OFFICES sx> FACTORIES 


Now installed in Factories, Offices, Insti- 
tutions everywhere—More efficient than 
rectangular sink—-Write for Catalog. 


ANITARYAB FGICOE 


(COLUMBUSZONIO) 
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The following new members were voted in: 
T. R. Seabrooke, Sloan Valve Co. 
John J. Krez, Paul J. Krez Co. 
F. R. Dent, Kewanee Boiler Co. 
L. W. Charlet, Kewanee Boiler Co. 
C. E. Pynchon, Direct Control Valve Co. 
J. H. McCann, Crane Co. 
Elmer J. Sanger, master plumber. 
P. W. Woodbury, Direct Valve Control Co. 
W. G. Zingheim, C. A. Dunham Co. 
A. R. Wagner, Wagner Bros. 
O. B. Cahoon, American Blower Co. 
Edw. G. Gordon, Edward Gordon & Co. 
John J. Haines, The Haines Co. 
J. H. Milliken, Reed Air Filter Co. 
E. H. Christiansen, Pacific Boiler Sales Corp. 
Chas. E. Crone, Jr., Wendt & Crone Co. 
Fred A. Zimmer, Chicago Pottery Co. 
Fred W. Fix, Jr., Kellogg-Mackay Co. 
Ernest Ashby, Ashby, Ashby & Schulze. 
Jos. L. Comer, Crane Co. 

The scores below tell how the players were hitting the 


ball: 


Class A and B Class D 
Gross Hdcp. Net Gross Hdcp. Net 
N. P. Fenner..... 90 17 73 Kk, P. Beardslee..107 28 79 
R. B. Reedy..... 90 12 78 F. H. Gaylord... 89 25 64 
O. H. Theleen.... 95 17 78 M. G. Henderson.111 28 83 
Rm. Doherty .«.... 91 10 81 5. BROtONOUE. 206s 113 0 8 
E. J. Sanger..... 202 46 85 Cc. BE. Crone, Jr..113 .. ‘ 
J. H. O’Brien.... 97 17 80 J. M. Grace...... 103 28 75 
A. E, Norman, Jr. 75 6 69 A. As COORSs.4:505 111 29 82 
Kk. H. Christian- 2. M. Hubler....107 29 78 
SOR niess ensue We: ‘ear we H. G. Scheel..... 114 30 84 
ee ee a BM. MOR. s.005K Ly aa 
L.. J. Pitcher..... 84 13 71 mW. Pia, Jf.4<0254 
AR. Weimer ..... BB <« <e L. W. Charlet....113 oe 
H. J. Reynolds... 89 16 73 i 102 26 76 
2 ae ee a ae G. Dickerson ....106 27 79 
EY Sana ee 93 r E. J. Gossett..... 105 25 80 
T. Monaghan ....115 30 85 
Cc. E. Pynchon... 96 
Geo. MeArthur...130 , 
Class C Oy. BR BOBO .6c050 108 0 78 
Wea Ss WONOBE sc 04s 114 30 84 
H. M. Hart...... 93 18 75 Pi. Se, SON o66 ke 4k. oe 
W. A. Taylor 105 20 85 W. E: Foskett... 98 27 71 
F. B. Hackett....105 23 82 W. T. Walters...114 30 84 
H. W. Evans..... 97 19 78 Edw. Gordon - ae os 
J.T. Fitzsimmons.102 22 80 C. Preedee 2.5.5 130 30 100 
FE. M. Tennant... 98 22 76 E. Ashby ....... 107 
Se ee 98 18 80 Ee APOC c ses | 
P. W. Woodbury. 96 .. .. ' oe |). ere 104 18 = 86 
A. P. Campbell... 97 22 75 Cc. W. Johnson...122 30 92 
G. F. Mooney....101 28 73 oS. B. Cahoon. ...110 
J. J. Walworth..108 20 8&8 J. Jd. TAAIMes. «0.5 115 
G. 1 Biren ..ass 99 23 176 J, Boyiston ..... . 
M. Maloney ..... 99 29 70 Walter Pincus...109 27 82 
J. BE. MecClellan..101 26 75 R. E. Moore..... 103 25 78 
H. E. Crum, Jr... 98 22 76 J. V. Brunner....102 28 74 
Cc. H. Graves, Jr.111 as — Sa. V. FRGST co cawis 110 380 80 
W. G. Zingheim. 91 <a.) ete 2; D. SRE ois ce 105 25 80 
Fred Zimmer....132 .. .. 
S. 35; BPG 50s ce 116 30 86 
G. TIS ssc seecene 111 


OAKLAND PLUMBING AND HEATING SUPPLY 
SALESMEN MEET 
Featured by the spirit of good-fellowship which marks 


| these occasions, the recent luncheon get-together of the 


| was appointed to look after these arrangements. 


Oakland, Calif., Plumbing and Heating Supply Sales- 
men’s Association was held at the Elks Club. 

Plans for the future look promising. First of all, there 
is a stag affair in prospect, which has every indication of 
being a good party. Mr. Edwards of the M. Stulsaft Co. 
For the 


| next regular meeting, Thomas Moran of the Kinney Co., 





and Ralph Potter of Crane Co., were appointed to look 
after the entertainment features. 
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BALTIMORE BETTER HOMES AND BUILDING 

EXPOSITION 

The Baltimore Better Homes and Building Exposition, 
held at the Fifth Regiment Armory in that city, April 
23-30 inclusive, was a triumph for the sponsors and ex- 
hibitors, and plumbing and heating firms were no excep- 
tions to the general rule. 

In the Abram Cox Co., Philadelphia, booth was a rich 
looking red curtain background bearing the _ slogan, 
“Heat with comfort,’’ the booth itself showing sectional 
and round boilers, tank heaters, two types of radiators, 
warm air furnaces and gas ranges. Many of these were 
installed on platforms which revolved, showing all sides. 

Radiators made by the Clow Gasteam Radiator Co. and 
radiator enclosures were the features of the booth main- 
tained by W. W. Penn & Co., Baltimore, distributors of 
these two lines, while S. C. Amoss Co., another Baltimore 
distributor, made water heaters manufactured by the 
Welsbach Co., Gloucester, N. J., part of its exhibit. 

An effective exhibit was that of the Union Radiator 
Co., Johnstown, Pa. Besides the conventional boiler and 
two radiators showing the apparatus as the average house- 
holder views it, this company had skeletonized one of its 
round boilers, to show its construction. 

Six water heaters in a line in the background of the 
booth of the EverHot Heater Sales Co. helped impress this 
product upon possible customers. In the center, a lava- 
tory had been installed, with connection to one of the 
heaters, to show actual working conditions. 

A line of various heating and ventilating equipment was 
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the product of W. H. Williams of Baltimore. This exhib- | 


itor had boilers, furnaces, radiator enclosures, humidi- 
fiers and registers on display. 

The L. J. Mueller Furnace Co., Milwaukee, made its 
gas fired boiler the center of its display, but also had on 
exhibition the more conventional coal burning boiler, 


showing prospective users the possibilities of both types | 


of heat producers. 

Oil burners proved to be the center of interest at the 
booth of the Hart Heat and Icer Co., Baltimore, while 
further down the aisle the Standard Wall Covering Co., 
Philadelphia, had equipped an exhibit showing its wall 
tile. 

Iceless refrigerator manufacturers exhibited in abun- 
dance, these including Charles M. Sears, Inc., Baltimore; 
Carroll Electric Co., Baltimore; Iroquois Electric Refrig- 
erator Co., Philadelphia; Electrolux Servel Corp., Balti- 
more branch; Calvert Electric Refrigerator Co., Balti- 
more; Hines Mfg. Co., Baltimore distributors, and the 
Frigidaire Co. 

A new idea in finishing gas ranges proved interesting 
at the booth of S. B. Sexton Stove & Mfg. Co., Baltimore, 
this company having brought out ranges in various color 
combinations. In addition, this manufacturer had hot air 
furnaces, heat cabinets and restaurant kitchen equipment 
on display. Gas ranges were also shown by the Approved 
Appliance Association, Baltimore, this concern dividing its 


space with the Minneapolis Heat Regulator Co., Minne- 


apolis, whose temperature regulators were made the basis | 


of an interesting exhibit. 

Plumbers were interested in the booth of the Jones 
Holloware Co., Baltimore, this manufacturer having ex- 
amples of his line of enameled ware on exhibition. An- 
other exhibit that attracted attention was that of the 


American Mutual Furnace Corporation, where radiator 


‘overs in various colors were on display. 


The Baltimore Unit Heating Corporation showed a | 


Working model of its device, installed in a boiler. This 
boiler, incidentally, placards showed, was insulated by 
Johns-Manville Corporation. 
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High Pattern D-477 ‘‘A” 
S & K Fixture 


Now Furnished With 


“NOWOB”? FAUCETS 


These faucets have bronze removable seats with hard vulcanized 
rubber seat washers and operate on the non-rising, stem-direct 
principle of stem against seat without grinding or twisting. The 
body of the faucet is NOT threaded to engage the stem and (out- 
side ot the removable seat) the faucets are practically everlasting. 


Write your jobber 


STREET & KENT MFG. COMPANY 
1954-64 Clybourn Ave. - - - Chicago, Illinois 


Manufacturers in Chicago since 1888 c 
( 
( 
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You Judge! 


You are certainly 
experienced enough 
to recognize good 
materials when you 
see them. Pickup an 
Oatey Roof Flash- 
ing and look it over. You will see at once the fine 
workmanship, the perfect design and the superior 
materials embodied in this flashing and you will 
know immediately why we say it is better. 
Your jobber can supply you. 

















L. R. OATEY COMPANY 
5500 Walworth Avenue, Cleveland, Ohio 
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Not One Complaint 
in Over a Year 








Commonntealti 
Country Club 


——_ Chestnut Hills, Mass. 








Mr. J. W. Kennedy, Secretary, writes us: 


“After more than one year’s use of these new 
valves, we have not had one complaint from 
the locker rooms, neither have we had to make 
any repairs or adjustments, as the Powers 
Mixer is a strong, rugged machine well suited 
for hard usage given such equipment. 











“Many members of the club have remarked 
about the great improvement in the showers 
since your Mixers were put in, and we take 
pleasure in recommending Powers Mixers for 
all shower bath work.” 


There’s big money for the live Master Plum- 
ber who will present this wonderful Mixer to 
Golf Clubs, City Clubs, Hospitals, Hotels, and 
other institutions, because it will do in every 

case what it is doing for the Commonwealth 
Country Club. Users of shower baths are con- 
stantly complaining that they cannot regulate 
the temperature of a shower equipped with 
hand valves and ordinary mixer, and they will 
all cast a vote of thanks for the plumber who 
installs the POWERS Mixer. 


Write for new 20-page book which describes 
this remarkable mixer, shows results of tests, 
and gives names of hundreds of users who 
have brought their showers up-to-date with 


POWERS Mixers. 











The Powers Regulator Co. 
86 Years of Specialization in Auto- 
matic Temperature Control 
2716 GREENVIEW AVE., CHICAGO 


35 other offices—See your tele- 
phone directcry 
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Personal Mention 


Howard Coonley, president of the Walworth Co., Bos- 
ton, Mass., has just returned from a vacation period spent 
in the Hawaiian Islands. On his way east he made a trip 
up the Pacific Coast visiting all the company’s branches en 
route. E. A. Neupert, Pacific division manager accompa- 
nied him up to Seattle. 

T. H. Harker, vice-president of the Chicago Pottery 
Company, Chicago, is in the East on a three weeks’ trip, 
visiting C. A. Falk, Eastern representative of the com- 
pany in New York City and will study conditions through- 
out the Eastern sales territory. 

George Hoffman, sales manager of the Trenton Potteries 
Co., Trenton, N. J., is making an extensive selling trip 
through the South, and will visit the principal jobbing 
centers in that part of the country. 


Jas. F. Redman, 
associated with the Detroit 
Sanitary Supply Co., of De- 
troit, has been appointed 
sales manager of Kalamazoo 
Sanitary Mfg. Co., Kalamazoo, 
Mich, Previous to his connec- 
tion with the Detroit Sanitary 
Supply Co. Mr. Redman was 
for eight years Michigan 
representative for the Chase 
Companies, Inc., of Water- 
bury, Conn. Prior to that 


he was with W. A. Case & 
Son Mfg. Company, of Buf- 
falo, N. Y., to which company 
he came when it took over the 
business of the VitrO Tank 
Company, of Detroit, with 
which Mr. Redman had been associated for eight or nine 


years. 


J. B. Rahm, formerly vice president and 
manager of the United States Supply Co. of Omaha, Nebr., 
was taken ill while attending the annual meeting of the 
National Pipe and Supplies Association in Pittsburgh, 
Pa., and the latest reports from that city state that he 
is still at a hospital there. 


M. J. O'Fallon of the Crane-O’Fallon Co. of Denver, 
Colo., was in Chicago this week on his return from the 
annual meeting of the National Pipe and Supplies Asso- 
ciation. 

Francis J. Baker, president of the Geo. H. Tay Co., 
San Francisco, Calif., spent a few days in Chicago this 
week after attending the meeting of the National Pipe 
and Supplies Association. 

Lester J. Myers has been appointed district sales man- 
ager for Connecticut for the Pittsburg Water Heater Co., 
and is maintaining district offices at 15 Crown street, New 
Haven. Mr. Myers also has branch offices and salesmen 
at Bridgeport and Hartford, Conn. 

Joseph Stahl has returned to his former position with 
B. T. Babbitt, New York City, and has started on a trip to 
the West Coast, calling on the trade in important centers 
on the way. He expects to finish his trip at the Minne- 
apolis convention of the National Association of Master 
Plumbers. 

C. O. Lippy has moved to Chicago to take charge of the 
Chicago office of the Thos. Maddock’s Sons Co., Trenton, 
N. J. Mr. Lippy has been in the Detroit territory for this 
company. Edward J. Bitzer, formerly connected wit) Mad- 
dock’s Philadelphia office, will move to Detroit. 
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NEW YORK STATE EXECUTIVE COMMITTEE MEETS | 

The Executive Committee of the New York State Asso- 
ciation of Master Plumbers met for the first time this 
year on May 5, at Schenectady. The following were pres- 
ent: Stephen Welch, past president; George Arnone, past 
secretary; Thomas F. Nolan, national vice president; Mar- 
tin W. Utz, New York state president; George W. Frank, 
vice president; E. G. Snyder, secretary; John Dixon, treas- 
urer. Zone delegates present were: E. W. Stradling, W. D. 
Atkins, Henry Ritter, John Rogers, Fred Schmalstich and 
Frank Rinehart. 


After a report by the zone delegates, it was decided that 
these men should visit each local in their zones once a 
year; also that they would compile a list of unaffiliated 
members and, either by mail or in person, invite them to 
join the state association. Each month the zone delegates 
are to report to the state president so that he may be 
informed as to what they are doing. 

B. Joseph O’Donnell, of the National Trade Extension 
Bureau, spoke on methods of securing new members. | 
Other matters discussed were of mer- | 
chandising and a state code. 

At the adjournment of the meeting, W. D. Atkins of 
the Schenectady association announced that the commit- 
tee was invited to have dinner with the local. About 
seventy-five master plumbers and wholesalers were present. 








proper methods 








PLAN GREAT JOINT MEETING IN DETROIT 

The members of the Detroit Association of Sanitary 
and Heating Contractors, the Detroit Chapter of the Na- 
tional Association of Plumbing and Heating Supply Sales- 
men, local plumbing and heating supply jobbers and rep- 
resentatives of manufacturers in the plumbing and heating 
industry will hold a joint meeting in Detroit, Mich., on 
Thursday evening, May 26, according to notice issued by 
Thomas F. Carson, executive secretary of the first-named 
organization. C. W. Wanger, president of the Woodward- 
Wanger Co. of Philadelphia, will address the meeting on 
“Selling as Applied to the Plumbing and Heating In- 
dustry.” 








KANSAS CITY, MO. A. S. H. V. E. ELECTS OFFICERS 

At the May 9 meeting of the Kansas City, Mo., Chapter 
of the American Society of Heating and Ventilating En- 
gineers, the following men were elected to hold office dur- 
ing the coming year: President, Linn W. Millis; Vice- 
president, Herman C. Henrici; Secretary, Frank W. Wise; 
Treasurer, David Caleb. The board of governors will be: 
F. F. Doods, E. Jones, Carl Weiss. 








NEW OFFICERS FOR SPRINGFIELD, MO. ASSOCIATION 

At the recent semi-monthly meeting, the master plumb- 
ers and heating contractors of Springfield, Mo., elected 
these officers to direct association activities during the 
coming year: J. D. Manley, president; J. J. Lawler, vice- 
President; C. D. Dunlap, secretary; C. E. Cook, treasurer; 
G. A. Wood, A. B. Utley and H. J. Scherer, directors. Fol- 
lowing the business session, the members of the associa- 
tion were guests of the local auxiliary at a dinner. 


} 





MRS. WALTER D. NOLAN HONORED 
A hand engraved copy of the resolution of condolence 
adopted by the National Association of Master Plumbers, | 
eacased in a handsomely tooled black leather case, was 
Presented last week to Mrs. Walter D. Nolan, widow of | 
Walter D. Nolan, a former president of the National Asso- 
“lation, who lives at 2532 Thirteenth street northwest, 
Washington, D. C. 
The presentation was made by A. Selden Walker, past 
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Haas 


Flush Valves for use in combination with 
all styles of bowls for all classes of 
service to operate under low or high 
pressure water supply. 


Water Closets for every type or class of 
service. 


Frost Proof Closets. Direct flush 
or after flushing. 





Write for catalog. 


Philip Haas Co., Dayton, O. 








OFFMA, 


Automatic 


Gas Water Heaters and Storage Systems 





Always a step ahead! — in patented 
features, exclusive improvements 
and in money-making opportunities 
for you. 33 a3 x 


THE HOFFMAN HEATER CO. 


LOUISVILLE, KY. 








Oil Burner Controls 





Send for our new Bulletin 110 


It shows a complete line of oil burner con- 
trols and safety devices including the new 


“Series 77’’ Oil Burner Safety Control System 


UTA TE 


ABSOLUTE CON-TAC-TOR CORPORATION 


ELKHART 33 33 INDIANA 











UNCONDITIONALLY GUARANTEED 


TRADE MARK 
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PNEUMATIC—STORAGE— SPECIAL 
Black or Galvanized 


| The Novelty Steam Boiler Works Company 


Clare and Kloman Sts. 


Our 
Catalog 


~~ 
AL @ 
San 





Baltimore, Md. 
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Complete 


The Moore Radiator Hanger 
comes complete. There are 
no bolts or other things to 
be furnished by the con- 
tractor. The Moore Hanger 
can be installed with ONE 
bolt. This speeds up work 
and saves time and labor. 
Whatever your needs you 
can always meet them with 
a Moore Hanger. We carry 
a full line and invite your 
inspection at all times. 


See your jobber. 


CARTY & MOORE 
ENGINEERING CO., 


(INCORPORATED) One column 


611 West Larned Street hanger 
Detroit, Michigan | 
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CADIATORAANGEKS 










More Pressure 
» "CHIGAGO Booster Pumps 






























Pneumatic Water Supply Systems 
Tankless Water Supply Systems 
24-Hour Delivery 
Any Capacity— Any Head 


PUMP COMPANY 


SEWAGE-CONDENSATION-CIRCULATING 
BILGE=FIRE~HOUSE- VACUUM 























CHICAGO, ILL. 


2322 WOLFRAM ST. 










ee eg 


ENGINEERING 


May 21, 1927 


| president of the national organization, who was delegated 

to come to Washingten and make the presentation as 
a representative of the National Association. Mr. Walker 
accompanied by Mrs. Walker, Robert J. Barrett, 
president of the Master Plumbers’ Association of the Dis- 
trict of Columbia, and Frank Bentley, secretary of the 
local association. Parker Nolan, son of the deceased 
leader, also was present at the presentation. 


was 


Convention Dates 


May 23 and 24, 1927.—The annual convention of the Alabama 
State Association of Master Plumbers, at Birmingham, Ala. 


May 26, 27 and 28, 1927.—Second annual convention of the 
National Association of Plumbing and Heating Salesmen, at 
the Robert Treat Hotel, Newark, N. J. 

May 27 and 28, 1927.—Annual convention of the Association 


of Master Plumbers of the State of Washington, at the Daven- 
port Hotel, Spokane, Wash. 





June 1, 2, 3 and 4, 1927.—Thirty-eighth annual convention 
of the Heating and Piping Contractors National Association, 
| at West Baden, Ind., with headquarters at the West Baden 


Springs Hotel. 

June 2, 3 and 4, 1927,—The annual convention of the Vir- 
ginia State Association of Master Plumbers, at the Hotel 
Cavalier, Virginia Beach, Va., with the Master Plumbers’ 
Association of Norfolk, Va., as host. 


June 6, 7 and 8, 1927.—Twenty-sixth annual convention of 
the State Association of Master Plumbers of California, at 
Yosemite National Park, with headquarters at Camp Curry. 


June 6 to 11, 1927.—The national convention of the Ameri- 
can Water Works Association in Chicago, with headquarters 
at the Hotel Sherman. 





HERE ARE THE ANSWERS 
(Questions will be found on page 15) 
1. On January 29, 1906. 


2. Isaac Watts. 











3. George Stephenson. 
| 4. E. D. Hornbrook, Kansas City, Mo., 
1901 to 1904. 

». None at all. 


6. Henry IV of England. 


from 














June 21, 22 and 23, 1927.—The forty-fifth annual convention 
of the National Association of Master Plumbers, in Minne- 

| apolis, Minn., with headquarters at Hotel Radisson. 

June 21-24, 1927.—The ninth annual 
Women’s Auxiliary to the National Association of 
Plumbers, at Minneapolis, Minn., with headquarters 
Radisson Hotel. 

June 28, 29 and 30, 1927.—The semi-annual meeting of the 
| American Society of Heating and Ventilating Engineers, at 
) White Sulphur Springs, W. Va. 

August 9, 10 and 11, 1927.—The annual meeting of the Amer- 
| ican Society of Sanitary Engineering, at Jacksonville, Fla. 


Other Trade Events 


May 25, 1927.—Meet of the Delaware Valley Trade Golf As 
sociation at the Indian Spring Golf Club, near Washington, 





convention of the 
Master 
at the 


Trade Golf Association and the Metropolitan Trade Golf 
Association, at the Pine Valley Golf Club, Clementon, N. J. 


September 28, 1927.—Tentative date of meeting of Advisory 
| Committee on Vitreous China Plumbing Fixtures, Department 
of Commerce building, Washington, D. C. 


D>. C. 
| June 17, 1927.—Dual meet between the Delaware Valley 
| 
} 


Portland, Ore.—Fox & Co. has the contract for the 
| heating and plumbing equipment in the natatorium which 
the city is to build in Mt. Scott Park. 
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WITH MASTER PLUMBERS AND 








REDUCED FARES FOR DELEGATES TO NATIONAL 
CONVENTION IN MINNEAPOLIS 

Alexander Coleman, San Francisco, Calif., secretary of 
the National Association of Master Plumbers, has just 
announced that various passenger associations have 
granted a rate of one fare and a half for the round trip 
to the convention in Minneapolis, June 21 to 23, on the 
Round Trip Identification Certificate Plan. 

These identification certificates are now in Mr. Cole- 
man’s hands and he will be glad to forward the needed 
number to state secretaries as soon as he receives advice 
concerning the number required by local associations. In 
his announcement Mr. Coleman emphasizes the point that 
only one certificate is required for each delegate and any 
dependent member or members of his family who may also 
attend the convention. 

These certificates will be accepted by the railroad com- 
panies on certain authorized dates only, and the local 
secretary should secure this information from his railroad 
agent and instruct the delegates accordingly. 

Mr. Coleman adds that ‘‘there may be some cities in 
Arizona, Nevada, New Mexico, Utah and Oregon, from 
which summer excursion round trip tickets will be sold 
at lower rates than the fare and a half granted us for this 
convention, The local secretaries should determine this 
fact from their railroad agent and advise members ac- 
cordingly.”’ 





TRADE RELATIONS COMMITTEE TO MEET IN 
CHICAGO 


The Trade Relations Committee of the National Asso- 
ciation of Master Plumbers will hold a meeting at the 
Hotel Sherman in Chicago, on Monday, May 23. ‘The 
meeting will open at 10 a. m., and it may be extended 


over three days, according to announcement issued by 
Chairman E. D. Hornbrook, Kansas City, Mo. 





HEAR TALK ON LOW PRESSURE HEATING DATA 


The May meeting of the Western New York Chapter of 
the American Society of Heating and Ventilating En- 
gineers was held at Hotel Buffalo, Buffalo, N. Y., 6:45 
Monday evening, May 9. About forty were present at the 
dinner, and several more came in for the business meet- 
ing. 

President Jackson outlined briefly what could be ex- 


bected at the semi-annual summer meeting to be held at 
White Sulphur Springs, W. Va., June 28-30, and urged as 
‘any to go as possible. 

A motion was unanimously passed that the June meet- 
ing be in the form of a dinner and dance, to be held Mon- 
day evening, June 13, details to be left to the entertain- 
nent and program committees. 

The speaker of the evening, C. A. Thinn, chief engineer, 
“. A. Dunham Co., Chicago, was then introduced and 
lade a very interesting talk on the subject of ‘‘Pressure 
biferences in Steam Heating Systems and Their Bearing 
2 Operation.” 
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He gave data concerning a number of installations 
where heating was done with steam at pressures as low 
as 25 inches vacuum, and temperatures as low as 133 
degrees Fahr. The advantages of low pressure steam 
heating were emphasized, and the economies in fuel con- 
sumption were shown to be from 25 per cent to 30 per 
cent, due to lack of overheating, especially in large hotels 
and apartment houses, where so much of the heat passes 
through open windows. Mr. Thinn stated that this method 
of steam heating has great possibilities. 





STANDING COMMITTEES APPOINTED IN TRENTON 

At the last regular meeting of the Master Plumbers’ 
Association of the City of Trenton, N. J., the following 
standing committees were appointed by the president: 
Trade advancement, Harry Greiner, Albert Piper, and J. 
Miller Heidweiler; membership, John A. Pinto, Clifford 
Jeffries, and John Edelman; sanitary, Edward H. Carpen- 
ter, Charles W. Whitehead, and Thomas J. Kerwick; 
educational, James L. Bennett, J. M. Heidweiler, and 
Philip S. Slack; entertainment, W. S. Dignan, Herman 
Westphal, Daniel Sisti, Frederick L. Nitz, Clifford Jef- 
fries, and John Mickels; and bond, Frank Fell, John C. B. 
Wouters and Walter W. Smith. 


SALT LAKE ASSOCIATION HAS GOOD ATTENDANCE 

Greater confidence in fellow master plumbers was urged 
by National. Director William A. Bywater at the weekly 
meeting of the Salt Lake City Association of Sanitary and 
Heating Engineers, held April 28 in the Hooper building. 
William C, Grant, a member of the board of governors of 
the Salt Lake organization, spoke of the value of co-opera- 
tion in preventing credit losses; Will Rees, chairman of 
the board of governors, made the report of that body, 
bringing up current problems. 

The attendance at the meetings of the organization is 
exceptionally good, according to Ross Dudley, secretary. 


SAVANNAH ASSOCIATION LEADER 


O. A. Kimball, president of 
the Master Plumbers’ Asso- 





ciation of Savannah, Ga., is 
one of the youngest masters 
in Savannah, in years, and 
has been in business only a 
comparatively few years, Un- 
der his leadership the Savan- 
nah association is planning a 
progressive and extensive pro- 
gram of activities. When not 
busy supervising his plumb- 
ing and heating business, or 
engaged in association work, 
Mr. Kimball may usually be 
found on the golf links trying 
| to emulate his famous brother 

seit nies “Cracker,” from Atlanta, 
0. A. Kimball “Bobby” Jones, 
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Westchester County master plumbers and steamfitters visiting Standard Sanitary Manufacturing Co. at Long Island City, N. Y. 


WESTCHESTER COUNTY CONTRACTORS VISIT 
STANDARD SANITARY MFG, CO. AT 
LONG ISLAND CITY 


More than 80 per cent of the membership of the Master 
Plumbers’ and Steamfitters’ Association of Westchester 
County, New York, visited the Long Island City, N. Y., 
warehouse of the Standard Sanitary Mfg. Co. on April 27 
for a tour of inspection. The master plumbers were met 
at the station with busses and driven to the warehouse, 
where they were received by George Herth, manager of 
the New York district, and his staff, among whom were 
C. A. Collins, supervisor of the plant; H. C. Lockwood, 
showroom manager; Arthur Muddell, superintendent; M. 
T. Anderson, manager of the New York City showroom, 
and a number of salesmen. 

The guests were conducted to the rooms of the Queens 
Chamber of Commerce for dinner after a thorough in- 
spection of the 83,000 square feet of floor space com- 
pletely stocked with everything of the firm’s manufacture. 
Explanatory talks were given on the new process enameled 
ware and the new chromium plated brass goods. 

At the conclusion of a delicious dinner, J. B. Clegg, 
president of the association, expressed the appreciation of 
the members of his organization for the opportunity of 
looking over the plant and the cordial hospitality of Mr. 
Herth and his corps. Mr. Herth responded with a pledge 
of his organization to help the master plumber to the 
fullest extent of which it is capable. 

A complete motion picture of the manufacturing plants 
of the firm was shown. This was of great interest to the 
contractors as a concrete insight into the actual manufac- 
ture of fixtures was disclosed. Following the picture, a 
buffet lunch was served and the guests were conducted 
back to the Grand Central Station. 





HOLD SEASON’S LAST MEETING 


Massachusetts Chapter, American Society of Heating 
and Ventilating Engineers, held its final meeting of the 
season, the annual meeting and ladies’ night, on the eve- 
ning of May 10 at the University Club in Boston. The 
annual election resulted in the re-election unanimously 
of the following officers: President, Davis S. Boyden of 
the Boston Edison Co.; secretary, J. W. Brinton of the 


American Blower Co.; treasurer, W. T. Smallman of the 


Isaac Coffin Co., Boston. The board of governors as 
named was as follows: Davis S. Boyden, E. A. Dusossoit, 
E. C. Whitaker, Coll Flint, G. H. Gleason and Philip 
Drinker. Two new governors are elected each year and 
the two who retired this year are Alfred Kellogg and H. B. 
Wiegner. A. V. Hutchinson, of New York, secretary of 
the parent organization, was present as guest of honor 
and spoke briefly, calling attention to the summer meet- 
ing which is to be held in June at White Sulphur Springs. 

The business session was succeeded by a reception, 
dinner and dancing, with an entertainment of vocal ard 
instrumental numbers and other features provided by the 
Elite Trio. 


Obituary 


William R. Smith 
The Master Plumbers’ Association of Philadelphia an- 
nounces the death on Friday, May 6, of a member, Wil- 
liam R. Smith, who conducted business at 1131 Allen- 
grove street, Frankford, Pa. Mr. Smith had many friends 
among association members and a large delegation turned 
out for the funeral, which was held on Tuesday, May 10. 


George C. Andrews 
George C. Andrews, president of the Andrews Heating 
Company of Minneapolis, Minn., died recently at his home 
in that city, after a short illness in his 65th year. Mr. 
Andrews graduated from the Engineering College of the 
University of Minnesota in 1887, and shortly afterward 
entered business as a heating engineer. 


Charles A. Friedel 
Charles A. Friedel, for years a member of the plumb- 
ing firm of Friedel & Murphy, died at his home in Fond 
du Lac, Wis., recently, after a long illness. He is survived 
by three daughters, three sons, two sisters, four brothers 


and twenty-one grandchildren. 





Emile M. Babst, a well known member of the Master 
Plumbers’ Association of New Orleans, La., has the sym- 
pathy of a large circle of friends in the trade on account 
of the death of his mother, which occurred May 2. The 
late Mrs. Babst was born in New Orleans and spent all her 


life in that city. 
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Women’s Ai uxiliaries 


Oakland-Berkeley-Alameda Auxiliary Gives Card Party 

The ladies of the Oakland-Berkeley-Alameda auxiliary 
held their regular monthly whist party May 3 at Associa- 
tion Hall, twenty-fourth street near Telegraph avenue, 
Oakland. There was an unusually large attendance, which 
indicates the growing popularity of these occasions. De- 
licious refreshments were served. 

Mahoning Valley Auxiliary Elects Officers 

The Mahoning Valley Women’s Auxiliary recently held 
a luncheon at the clubhouse and elected the following 
officers for the ensuing year: President, Mrs. Will Hogg; 
vice-president, Mrs. Geo. Blunt; secretary, Mrs. August 
Schmutz, and treasurer, Mrs. Henry Kaercher. The next 
meeting will be held in July. 


May 21, 1927 


Philadelphia Auxiliary Gives Dance 

The Ladies’ Auxiliary of the Philadelphia Master 
Plumbers’ Association held its annual dinner dance, May 
2, at the Palace of McAllister, Eighteenth and Spring Gar- 
den streets, in that city. 

More than 300 reservations were filled and the tables 
and hall were decorated for the occasion. The committee, 
with Mrs. Maney J. Feeney, chairman, and Mrs. Geo. M. 
Hicks, secretary and treasurer, were assisted by Misses 
Pflug-Felder, O’Brien, Jorgeson, Foeley, and McGarry. 

After a splendid dinner Mrs. Harry Stilwell, president 
of the auxiliary, introduced M. J. Feeney, president of the 
Philadelphia Master Plumbers Association, as the only 
speaker of the evening. Mr. Feeney had arranged before- 
hand with two of his co-workers in association work, 
Geo. Hicks and M. Morgan, to play a joke on the ladies. 
Mr. Feeney arose with much dignity and started to con- 
duct a meeting of the master plumbers by having the 
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secretary call the roll, after calling the attention of 
the members to the fact that their meetings start promptly 
and ‘‘calling’’ a few of the late comers for not being on 
time. Mr. Hicks, playing his part of the game, began the 
roli call. Mr. Morgan, also playing his part, began loud 
conversation across the banquet room with other members 
and was promptly censured by President Feeney. An 
argument started, of course, the outcome of which was 
that Mr. Morgan told Mr. Feeney that he and Mr. Hicks 
had no right to talk at the meeting because it was a 
ladies’ meeting. Mr. Feeney then apologized his best to 
the ladies, stating his lenses were poor and begged for- 
giveness. The ladies during the course of this horse play 
were very much upset until they realized a joke had been 
put over on them. 

They retaliated by showing the men that the ladies 
could run a dinner and dance as well as the men, because 
the affair was a great success financially as well as so- 
cially. Each lady was presented with a bottle of cologne 
in the form of a rose bud. Excellent vaudeville entertain- 
ment was obtained for the occasion and dancing was en- 
joyed until well after midnight. 

Miami Auxiliary Well Represented at State Convention 

The Women’s Auxiliary of Miami, Fla., was well repre- 
sented at the Florida State convention which was held in 
St. Petersburg, May 2 and 3. Those who went from Miami 
were Mesdames R. Martin, Mrs. F. Moss, Mrs. H. San- 
born, Mrs. J. Forbes, Mrs, A. Engebretson, Mrs. D, Ken- 
nedy, Mrs. J. Malone, Mrs. W. Jester, Mrs. J. Quinn, Mrs. 
F. Eastman, Mrs. L. McGhan and Mrs. D. Tidwell. Mrs. 
R. Martin was elected state vice president. 

Everyone enjoyed the convention, and appreciated the 
hospitality of the members of the St. Petersburg auxiliary. 
Since the first of the year the following new members have 
joined the Miami Auxiliary; Mrs. H. Rothars and Miss 







































































































Install the 


C & S Shower Shield 


O NEED to have the cumbersome old- 
style curtains dangling about the bath tub 
when you install the C & S Shower Shield. 
Where the shower and tub combination has 


been installed this shield will add beauty and 
convenience to it. , 


The C & S Shower Shield is made of the 
finest materials. Only the best grade of heavy 
one-quarter inch Plate Glass is used and the 
frame can be had either in Nickel Silver or 
Nickel-plated Brass. 


The market for the C & S Shower Shield is 
extensive and good profits along with satisfied 
customers are assured. 


Our catalog upon request. oe 
Order thru your jobber. 


CRIST & 
SCHILKEN CO., INC. 


500-508 37th St. 
PITTSBURGH, PA. 








*. door that opens * way to bigger profits 
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Without the “Duplex” feature, a water feeder 
must be placed so low that the danger line is 
reached before the supply valve opens. The 
“Duplex” feature assures real water line con- 


trol. 


Ask us to tell you why. 
Ask for Bulletin D 6. 
MSDONNELL & MILLER 


WRIGLEY BUILDING, CHICAGO 
Eastern Warehouse Stock, Bush Terminal, N. Y, 
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Peters Horizontal 
Double-Acting Force Pump 


The general constructicn of this 
pump will show at a glance that 
it is super or. The two open ports 
in pump bcdy elim‘nate s irplus 
air space which results in the 
complete exhaustion of all air. 
The suction chamber is tapped 
on both sides, so that pum» can 
be set in any position. The Auto- 
matic Air Valve simplifies air in- 
take for pneumatic purposes. 
Many other features. 





Write for catalog 


PETERS PUMP COMPANY 
KEWANEE = ILLINOIS 
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- -OVERTON” Roof 5° 

Flashings =. 

Reasonably priced, S 

built right and easy to 

install. These arethe @ 

three things that you & 

will remember ‘“‘Over- a 

‘~ PITCR ton” Roof Flashings , 

for during the long g 

years of service that they give. & 

& 

s BUTLER MANUFACTURING CO. g 

® MINNEAPOLIS, MINN. @ 
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pececesesereserecerecererererererereree’ 
Try the 


ESTABROOK 


Square Boston 
Grease Trap 


for installation under sinks 
where space is limited. A 
trap which finds a ready use 
in restaurants, clubs or large 










f 
> 
2 
2 
2 
2g 
8 
v 
g 


é residences. Write for full 
% details. 

8 

4 R. ESTABROOK’S SONS 

8 204 First St. So. Boston, Mass. 
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M. Nichols, Harris, C. 
Quinn and PD. Tidwell. 
month in the Master 


meetings 


Mesdames 
Ewing, W. Jester, F. Eastman, J. 
Social meetings are held every 
Hall. The last 


Rothars, 


Plumbers’ two were bunco 


| parties which were much enjoyed by all. 
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Canton, Ohio, Auxiliary Appoints Committees 

Mrs. Walter Zernechel and Mrs. William Zernechel 
were hostesses to the members of the Ladies’ Auxiliary 
to the Canton Master Plumbers’ Association, on Tuesday, 
May 3, at the association rooms. A short business session 
was held at which committees for the ensuing year were 
appointed. The Board of Directors consists of Mesdames 
William Grabowsky, D. J. Ahearn, H. Zimmer, Leo Schu- 
macher, John Roth, Leonard Rechkemmer and U. I. Bott. 
Mrs. Robert Heiman and Mrs. C. Baechel compose the 
flower committee. The ladies postponed their May party 
until after the dinner and dance given by the master 
plumbers for the ladies at Willowdale Country Club, Tues- 
day evening, May 17. Mrs. A. W. Baum and Mrs. Leon- 
ard Rechkemmer won honors. A dainty lunch was served. 

The Standard Sanitary Manufacturing Co. entertained 
the master plumbers and their wives Tuesday evening, 
April 26, with an interesting moving picture showing how 
plumbing fixtures are manufactured. A buffet lunch was 
served which was much enjoyed by all. 

Maine Auxiliary Gives May Party 

A very successful and enjoyable May Party was held 
Monday evening May 2, at the Burnham Gymnasium 
(Portland) by the Women’s Auxiliary of the Maine Mas- 
ter Plumbers’ Association, Dinner was served in the main 
dining room of the Y. W. C. A., and about one hundred 
members and guests were present, Mrs. E. A. Wheeler, 
president of the Auxiliary presided, M. C. Hutchinson 
asked the blessing and a toast was given to the health of 


F. A. Davis, who is ill in the hospital. 
After an excellent dinner was served, brief remarks 


were made by N, M. Knudsen, who contributed largel, 


to the success of the occasion and Mrs. Knudsen read an 
original parody which was very fitting. 

Elmer S. Stack, of Arlington, Mass., consulting en- 
gineer of the Maine State Association of Master Plumbers, 
gave a talk to the men regarding plans being made for 
the benefit of the Association, after which dancing and 
whist were enjoyed for the remainder of the evening. 
Music was furnished by Scales Orchestra. The tables were 
beautifully decorated with flowers furnished by the Aux- 
iliary. Those participating in the affair were: 

Mr. & Mrs. E. A. Wheeler, Mr. & Mrs. N. M. Knudsen, 
Mr. & Mrs. Ernest Dewyea, Mr. & Mrs. P. A. Mahoney, 
Mr. & Mrs. Carl H. Sanborn, Mr. & Mrs. W. A. Mann, 
Mr, and Mrs. Wilbur F, Blake, Mr. & Mrs, John S. Webb, 
Mr. & Mrs. John Duffy, Mr. & Mrs. A. E. Moody, Mr. & 
Mrs. H. F. Gordon, Mr. & Mrs. Harry Reed, Mr. & Mrs. 
Geo. F. Scribner, Mr. & Mrs. E. A. Willard, Mr. & Mrs. 
William B. Hanson, Mr. & Mrs. F. X. Jannelle, Mr. & 
Mrs. R. C. Parker, Mr. and Mrs. E. F. Knight, Mr. and 
Mrs. Chas. A. Ferris, Mr. and Mrs. Elmer S. Stack, Mr. 
and Mrs. M. C. Hutchinson, Mr. and Mrs, Carl N. Haskell, 
Mr. and Mrs. H. W. Knight, Mr. and Mrs. J, C. Cullinan, 
Mr. and Mrs. W. F. Snow, Mr. and Mrs. W. A. MeNair, 
Mr. and Mrs. Ernest Moynihan, Mr. and Mrs. Max Rice, 
Mr. and Mrs. Philip Reuben, Mr. and Mrs. H. T. Halver- 
son, Mr. and Mrs. A. O. Halverson, Mr. and Mrs. W. A. 
Thompson, M. H. Myers, Miss Catherine Myers, Mrs. John 
J. Black, Mrs. J. A. McBrady, R. J. Griffin, Miss Catherine 


| Duffy, Miss Ida L. Moore, Miss Mildred N. Holden, R. L. 
Thompson, Harold C. Lewis, Inez G. Donahue, A. E. Stack, 
Franz U. Burkett, Alice Irvine, Grace Haggan, Miss Agnes 
Burns, Miss Claire E. Hagar, Miss Margaret Flaherty, Miss 

| Olive Gaudette, Miss Dorris Farrell, Leo Farrell, W. E. 

Nugent, Margaret Duffy, and Mrs. R. W. Goodwin. 
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At the banquet given recently by the members of the Ladies Auxiliary of the Salt Lake City, Utah, Association of Sanitary 
and Heating Engineers 


Salt Lake City Auxiliary Meets 
Fifteen members attended the regular monthly meet- 
ing of the Ladies’ Auxiliary to the Salt Lake City, Utah, 
Sanitary and Heating Engineers’ Association which was 
held May 4 at the home of Mrs. E. G. Harris. Two new 
members, Mrs. Wayne F. Carbis and Mrs. Herman 
Schrader, were admitted. Mrs. O. S. Walsh, vice presi- 


dent, presided in the absence of Mrs. Ralph D. Evans, the 
president. 


Following the discussing of current problems, a social 


hour was enjoyed. Mrs. A. E. Hurd will be the hostess at 
the next meeting, which will be held June 1. 
Syracuse Auxiliary Gives Dinner Party 

The Ladies’ Auxiliary of Syracuse, N. Y., entertained 
with a dinner party at The Krebs, at Skaneateles, N. Y., 
on the evening of May 4. The attendance was about sev- 
enty-five in all, comprising master plumbers, members of 
the auxiliary and supply house representatives with their 
wives. B. Joseph O’Donnell, of the National Trade Ex- 
tension Bureau, was also among the guests. The Krebs 
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No. 846 Combination Duplex Water Feeder 


The Duplex Water Feeder 


The McAlear No. 846 Combination Duplex Water 
Feeder with Low Water Electric Cut-out Switch, 
shown here, is especially designed for use in 
connection with low pressure oil burning installa- 
tions. In addition to performing its duty as a 
boiler feeder, it breaks the electric circuit operat- 
ing the oil burner pump, should the water level 
in_the boiler reach the danger point. 


If you do not have acatalogue 
of McAlear complete line of 
specialties, send for one today 
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PAINE TOGGLE BOLTS 


‘*The Most Practical Toggle’’ 
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The Toggle with the “Spring Wings”’ 
Save Their Cost in Time and Patience 


ANY STYLE HEAD—ANY LENGTH BOLT—STEEL OR BRASS 
NICKEL PLATED OR GALVANIZED 
SIMPLEST AND QUICKEST 


Samples on request — No Charge 


THE PAINE COMPANY 
2951 Carroll Ave. 88 Chicago, Illinois 


Stocks 79 Barclay Street, New York City, New York 
Carried ( 915 Bryant Street, San Francisco, California 
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is located about twenty miles from Syracuse and an excel- 
lent dinner was served. The menu consisted of cream of 
onion soup, baked crab meat, peas, chicken patty, rolls, 
brown bread, fruit salad, ice cream, cake and coffee. The 
tables were attractively decorated with flowers. While 
the Syracuse Auxiliary is comparatively young, it has done 
much to bring the families of those connected with the 
industry together, through its social functions. 
Much credit is due the entertainment committee, consist- 
ing of Mrs. A. Cavanaugh, chairman; Mesdames Herman 
Gaebler, Frank Rhinehart, Ed. Mautz and C. Straub, for 
the success of this affair. Officers of the Syracuse Auxiliary 
are Mrs. Ed. Houde, president; Mrs. Frank Sheppard, vice 
president; Mrs. Guider, recording Mrs. 
John Snigg, treasurer, and Mrs. Harry corre- 
sponding secretary. 


closer 


Jas. secretary; 


Goetting, 


San Francisco Auxiliary Has Regular Meeting 
Following the regular meeting of the San Francisco 
Auxiliary at Plumbers Hall on Page street, on the after- 
noon of May 5, the ladies enjoyed a lively session of whist. 
As usual, Mrs. Sands won high score, with a mark of 124. 
Denver Auxiliary Entertains Convention Visitors 
The Ladies’ Auxiliary of Denver, Colo., held a luncheon 
at the Tea Room of the Denver Dry Goods Co., May 11 for 


the ladies attending the annual convention of the Colorado 


Society of Sanitary and Heating Engineers. Following 
the luncheon the meeting was called to order by the presi- 
dent, Mrs. F. X. Bordeau, and card playing was enjoyed. 
The visitors were Mrs. St. John, of Colorado Springs, 
Mesdames Johnson and Turner, of Boulder, Mesdames 
Wahlstrom, Harry Reeves and Turpin, of Brush. The 
Denver ladies had the pleasure of taking Mrs. Turner 


into the auxiliary as a member. A donation of $25 was 
made to the Red Cross for the benefit 
from the flood. 


of the sufferers 


Chiff 
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Cc. Ss. D. L. MEMBERS TOLD THAT PERSONALITY IS A 
TREMENDOUS FACTOR IN BUSINESS 


Pointing out the vital importance of creating a favor- 
able contact with customers, Edward Westfield of the 
firm of Beckmann, Hollister & Co., San Francisco, Calif., 
business engineers, delivered a most excellent talk before 
the California Sanitation Development League at the Pal- 
ace Hotel, San Francisco, April 28. 

The meeting was opened with the announcement from 
Norman Farlow, chairman of the golf committee, that, 
due to the condition of the course at Lake Merced, the 
play scheduled for May 6 had been called off, the next 
golf event to take place on the Mill Valley course, May 
19. Next came the announcement from President Ahl- 
bach that at the last meeting of the board, seventeen new 
members were elected, and since then eighteen more ap- 
plications have been received. He further stated that the 
league’s radio publicity has directly resulted in a 100 
per cent membership increase. The gavel was handed 
over to Bruce Cruickshank of the Walworth California 
Co., who introduced the speaker of the day. 

Mr. Westfield’s subject was ‘‘Personality in Business.” 
He said, “In any community we will say there are four 
concerns in the same line. One day one of these firms 
fails, the others continue. This doesn’t mean that the 
business itself is a failure; it reflects rather a failure of 
the individual. And when I say individual failure I mean 
the human element. This glass of water, for instance. 
The chemist will tell you that water is composed of two 
parts hydrogen and one part oxygen, the formula being 
H,O. We will let H represent the human element, and 0 
all other factors, such as location, quality of goods, or- 
ganization, and so forth. My observation has been that 
the human element in business occupies the same relative 
weight, in other words it is twice as important as the 
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Sunny weather isn’t the 
only time that plumbers 
can make money if they 
have the Stark Auto- 
matic Electric Basement 
Crainer franchise. 


The harder it rains, in 
fact, the more the cash 
register tinkles with the 
profits taken in on Stark 
Automatic Electric Base- 
ment Drainers. 





Write for information on 
this line that increases 
your profit possibilities 
and makes your business 


one that pays big money 
in all weather. 














Y/. 
Stark Pump Company ¥: 
17128 Mt. Elliott Ave., Detroit, Mich. y 


Chicago: 642 Washington Blvd. 
New York: 242 Lafayette Ave. 
Philadelphia: Bourse Bidg. 
Canada: 25 River St., Toronto, Ont. 
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remaining factors.’’ ‘‘Personality is the outward manifes- 
tation of one’s inner self,’’ he said, pointing out that this 
quality is readily acquired if we really wish to develop it. 

Mr. Westfield quoted a number of instances of service 
and salesmanship rendered solely with the idea of pleas- 
ing the customer. ‘‘While there is nothing new in this 
idea,’”’ he continued, ‘‘just the same, it pays and pays well. 
This is personality—the human element—and it is just 
this which makes or breaks hundreds of concerns every 
year. We spend our money where we choose, of course; 
hut our spending is generally done where the transaction 
is made the most pleasant for us.” 

The speaker concluded with the statement that one 
large company spends annually $25,000 to promote among 
its employees a spirit of courtesy, which is just another 
word for personality, and it goes without saying that such 
expenditure brings in handsome returns. 





Ss. D. L. TO FOSTER SERVICE CLUB SPEAKERS 


More plumbing, better plumbing and the dissemination 
of better ideas of sanitation will be the substance of an 
address which some competent speaker will deliver within 
the next few weeks before meetings of architects, meet- 
ings of salesmen of plumbing supplies and fixtures and 
before service clubs. This attempt to get the message of 
the plumbing industry across to the public was determined 
upon at a meeting of the Board of Directors of the Sani- 
tation Development League of Southern California, held 
at the office of Henry H. Boynton, secretary, on Thurs- 
day afternoon, April 28. This determination of the ex- 
ecutive board was announced to the members of the 
League at the regular monthly dinner, held during the 
evening of the same day, by L. C. Brightwell of the Wash- 
ington Iron Works. 

In making the announcement Mr. Brightwell said: ‘‘Al- 
ways the plumbing industry has experienced great diffi- 
culty in getting its message across to the public—we 
never have sold ourselves to the public in the right way. 
This fact has occasioned a great deal of solicitude in the 
minds of manufacturers and jobbers of plumbing fixtures 
and many of-the master plumbers have been troubled 
with the same conviction. In the past, various methods 
for the correction of this obvious weakness in the mer- 
chandising plans of the industry have been considered not 
only by the Sanitation Development League but also by 
the master plumbers’ associations, but up to the present 
time no feasible solution of the difficulty had been de- 
vised. 

‘“Recently,’”’ continued Mr. Brightwell, “I attended a 
meeting of architects in Hollywood and learned that these 
men had arranged for speakers to address meetings of 
salesmen and others with the idea of getting across ideas 
of better architectural design in home building. At once 
it occurred to me that a somewhat similar method might 
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Photo of the plumbing shop on wheels of A. W. Richards of 
Elwood, Pa., taken in front of the plant of the Ruud Mfg. 
Co., Pittsburgh. Mr. Richards is driving the truck 
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RADIATOR HANGER 


The good word is spreading. Every woman 
reciates legless radiators because there's 
to interfere with mop or sweeper. 
loors are easy to clean! 

E-Z Hangers require only one bolt per hanger. 
They are adjustable both later: ally” and verti. 
ey — aa & does not oq" re acqurate 
. an wi an. ess 

radiator. yy A better Rangers. — 


HEALY-RUFF COMPANY 


Style R 
770 Hampden Ave., St. Paul, Minn, 





© Roll Rim °) 
Sink 


This sink is made 
of carefully select- 
ed materials. It is 
easy to keep clean 
due to the roll rim 
and back. It has 
nickel plated 
strainer and will 
not chip off or rust. 
Theenamelis guar- 
anteed not to chip, 
rust, craze or dis- 
color. 








Write for particulars. 








WARE CO. 
Baltimore, Md. 
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Iron Body Trap 
Screw Ferrule 


Order through your jobber 


The Washington Metal Products Co. 
Washington C, H., Ohio 











Our long experience in the 
manufacture of plumbing 
specialties assures you the 
utmost of satisfaction. 


Write for catalog B 




















Test IT! 


Test the Martin Portable Vise 
Stand and Pipe Bender your- 
self. It will withstand the 
most rigid examination you 
put it to. And don’t forget it 
will save you time and money 
in your shop and on the job. 


Our 10 days’ free trial 
offer is open —Write! 


H. P. MARTIN 


SONS 
626 E. 2nd St., Owensboro, Ky. 
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For Satisfactory Protection 


your customer will want to install SIMPLEX Safety 


Waste Drains. 


drain is shipped with a test cap when specified. 


The adjustable strainer head, on all SIMPLEX 





No. 30—-Sizes 1'»" to 4" 


No. 40 


Meet us 


June 21st 


With Back Water Valve 


BLAKE SPECIALTY CO. 
ROCK ISLAND : 

Canadian Service: All Crane Co. Branches 
oni, ecee Annual Convention, Minneapolis, Minn. 
to 23rd 
you at booth 15. 


Every SIMPLEX Urinal and Shower 


Drains permits adjust- 
ment by ;” to °.” 
after the installation 
is completed. 


A paraffin covering 


protects the Double 
Drainage slots. This 
covering is removed 


with a sharp instru- 
ment when the job is 
finished. 


Blank Strainer Plate 
shipped with all types 
of SIMPLEX Drains. 
This blank plate is re- 
moved after installa- 
tion. 


ILLINOIS 


15, section A—National Association Master 





We will have a remembrance souvenir for 
Be sure and call. 

















Downspout 


Heads 


When we turn out a 
product that we know 
is better we find great 
satisfaction in know- 
ing we are maintain- 
ing our good reputa- 
tion with you and 
helping you uphold 
yours with your cus- 


tomers. 


Write for catalog. 


WADE IRON SANITARY 
MFG. CO. 


551-53 Fulton St. 





Because-- 


it hasa removable 
bee-hive grating. 
it requires no ex- 
pansion joint. 

it makes up abso- 
lutely tight. 

it is equipped 
with easy slip 
joint connection. 


it’s better 


Chicago, III 
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be employed in the solution of our problem as well. This 
matter was discussed at the meeting of the executive com- 
mittee this afternoon and it was decided to try it out. 
While the plans at present are somewhat tentative, in 
effect, it was determined to secure the services of some 
competent speaker to go before meetings of all kinds of 
business men and talk to them about better plumbing, 
more plumbing, and about the importance of introducing 
the very latest ideas about sanitation. Particular atten- 
tion will be given to meetings of salesmen and meetings 


| of service clubs, such as the Rotary, Kiwanis and other 


similar organizations. It is the present plan to have this 
speaker make at least one address a week, and, if the 
plan works out as it is hoped it will, more addresses at 
more frequent intervals will be arranged. 

“What the plumbing is suffering from, 
what it always has suffered from, underselling, 
over production. Whatever may have happened 
where, plumbing never has been merchandised properly in 
Los Angeles, and it is the intention of the Sanitation De- 
velopment League to inaugurate a plan which it believes 
will tend to correct this deficiency.’’ 

It had been planned to put on a program of entertain- 
ment prepared jointly by the Washington Iron Works and 
the Standard Sanitary Manufacturing Co., but at the con- 
clusion of the dinner, President Ray Roemer announced 
that the scheduled program had been deferred for the 
evening, but would be given later in the year, the reason 
being that the league had been afforded an opportunity to 


industry and 


is not 


else- 


| hear a short talk from Dr. Paul Ivey, who had just ar- 


| rived 


in Los Angeles for the purpose of conducting a 
Salesmanship Institute under the direction of the Univer- 
sity of Southern California. 

Dr. Ivey responded with a talk on salesmanship which 
inspiring and instructive. Included in it he told 
again the ‘“‘Hammer Story,”’ which he has become 
known nationally. 

President Roemer announced that an invitation had 
been received by the League from the State Association 
of Master Plumbers of California to attend the forth- 
coming convention of the association at Yosemite, and he 


was 
for 


| called upon C. R. Hutton, vice president of the state asso- 


ciation, to tell the League something about what would 
be done at that time. Mr. Hutton seconded the official 
invitation and gave a brief outline of what the plumbers 
hoped to accomplish at the convention. Incidentally he 
announced that the limit of time for reservations had 
been extended. 

B. A. Newman, of Fresno, Calif., a past president of the 
State Association of Master Plumbers of California, was 
a guest of the League and was introduced to the members 
present. 

The evening concluded with the presentation of a little 
playlet which, under the symbolism of rival boot-black 
stands, depicted the folly of one sort of competition too 


prevalent in the plumbing industry. 





F. G. Youngeberg, Portland, Oregon, is installing 
plumbing in two residences at 680 and 690 Reedway for 


| P. W. Lauman. 





Frank J. Kane, formerly with the Portland office of 
the Pacific Sanitary Manufacturing Co., but more recently 
with Rushlight, Hastorf & Lord, Inc., is now associated 
with the Alaska Plumbing & Heating Co., Portland. 

Fred C. Walz, Hartford, Conn., is drawing the plans 
for a 3-story brick and steel labor temple, 45x100 ft., 
with a 1-story auditorium in the rear, 60x85 ft. The 
building is to be erected on Park street, Hartford, for 
the Temple Association of Hartford, Inc. Charles A. 
Hellyar is chairman of the building committee. 
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Building News 

In all sections of the country there continue to be 
planned and put into construction projects of some size, 
involving amounts running into seven figures. <A few 
ot the larger projects, varied in their nature, are given 
below: 

Glenfield, N. ¥.—The Keystone Wood Chemical & Lum- 
ber Company, of Olean, N. Y., who are negotiating for the 
purchase of the Monteola Hardwood Mills, Inc., of this 
village, together with 20,000 acres of timberland, plan 
the erection of six large buildings and 60 dwelling houses 
in the village of Glenfield. The largest structure, the dis- 
tilling house, will be 75x210 ft. A large steam power 
plant will also be built capable of developing three times 
the needed power. The entire deal runs into several mil- 
lion dollars, and is the biggest business transaction tak- 
ing place in Lewis county in many years. 


Vancouver, B, C.—The city will submit to the rate- 
payers shortly a by-law calling for the erection of a 
$1,000,000 city hall. 

Rochester, N. Y.—The contract for the Children’s Hos- 
pital, at the Monroe County Tuberculosis Sanatorium, has 
been awarded to Adam Graf & Sons for the general con- 
struction on their bid of $286,000. The contract for the 
erection of the nurses’ home at the same institution will 
be done by F. H. Rapp Company, both of Rochester, N. Y. 
The bid on the nurses’ home was $136,439. The total 
cost of both buildings complete will be $1,200,000. 

Cincinnati, O.— The Big Store Co. will erect an addition 
to the Denton Building, Seventh and Race, at a cost of 


$1,000,000. 


Delano, Kern County, Calif.—A fruit cannery to cost 


You are missing a 
money-making 
opportunity if 
you are not selling 
Kaustine Septic 
Tanks in the un- 
sewered districts 
of your territory. 
Easy to install and 
big profits on 
each job. 
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$1,000,000 will be constructed. Plans are now under 
way by C. H. Biggar, architect, Bank of Italy building, 
sakersfield. 

Davenport, lowa.—The Ideal Heating & Construction 
Company, 428 Harrison street, has been awarded the 
plumbing contract on the new 14-story, 100x150 ft. bank 
and office building to be built by the American Commercia! 
& Savings Bank at a cost of $1,500,000. Carstens Bros., 
Ackley, Iowa, have been awarded the steam heating and 
ventilating contract. Weary & Alford, 1923 Calumet 
avenue, Chicago, are the architects. 


Portland, Ore.—Ralph B. Lloyd, California capitalist, 
who has been making large investments here, has now 
announced plans for a new business block and park de 
velopment to cost several millions. Included in the new 
structures will be a theater, store and office building. A 
park and boulevard will be created from Sullivan’s Gulch, 
an unsightly ravine which cuts through a valuable city 
location. The sides will be landscaped, and a _ scenic 
drive planned around the park. Two natural pools will 
be drained and cleaned and so arranged that they will 
form artistic lagoons. 

Lynn, Mass.—As a result of a survey just completed 
by a field staff of the teachers’ college at Columbia Uni- 
versity, this city is planning a reconstruction of its school 
plant that will involve the expenditure of several million 
dollars and provide a working program for the school 
department for a score of years. The first step in the 
building program, which, it is suggested, should be under- 
taken immediately, provides for an expenditure of §$2,- 
000,000. It provides for the erection of a new classical 
high school building, to take the place of one recently 
destroyed by fire, the development of a new elementary 
school unit and an addition to the Eastern junior high 


All that is best in 
design, construc- 
tion and mate- 
rials, you will find 
in Kaustine Septic 
Tanks — plus the 
satisfaction of 
selling a product 
that is nationally 
knownand highly 
regarded. 
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Write for free data and Hand Book No. 30 
KAUSTINE COMPANY, Inc., Perry, N.Y. 
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High Grade Plumbers 
Ware—Two-Fired 
Vitreous China 
Plate 100-E Lavatory on 


Pedestal. Two sizes— 
24x20 inches and 26x22 
inches. 

Plate 126-E “The Tran- 
quil” all white Syphon 
Jet Water Closet Com- 
bination, including— 
Plate 125-E concealed 
jet syphon, to rough 
in at 12 inches: "Plate 
218-E large size tank, 
with special fittings. 

Reference — Domestic 
Engineering Catalog 
Directory. 
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Air-Tight Steel Tank Co. 


PITTSBURGH, PA. 
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KNOTT “ATLAS” 
TOILET SEATS 


An unconditional guarantee goes with 
every Knott Seat. We cando this 
because all of our seats are of uniform 
quality of the highest type. 


KNOTT MEG. CO. 4 Tell City, Ind. 
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Phillips Self-Drilling 
Expansion Shells 
For use in ceilings, walls, 
floors and beams for fasten- 
ing pipe hangers, etc., and 
for bolting timbers and other equipment to concrete 
and stone. It has internal U. S. standard threads for 
rods, bolts and screws. Quickly installed with the 

Phillips Spring Hammer or by hand. 


PHILLIPS DRILL CO., 1537 Cortland St., Chicago, Ill. 
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school, the expenses to be divided, with $400,000 for tlie 
junior high school addition and $700,000 for the elemen- 


tary school provisions. The program has the endorse 
ment of the Lynn school committee, of which Mayor 


Ralph S. Bauer is chairman. 


Rochester, N. ¥.—The contract for the completion of 
the new home of the Rochester Council of the Knights of 
Columbus, in Chestnut street, has been let to the Turner 
Construction Company of Buffalo, N. Y. The building is 
to be completed by March 1, 1928. The value of the 
contract, including expenditures already made, equip- 
ment, fixtures, ete., will total more than two million dol- 


| Schools 


Arlington, Mass.—The Frank Irving Cooper Corpora- 
tion, 172 Tremont street, Boston, Mass., is preparing the 
plans for a junior high school to be erected on Tufts 
street at a cost of $300,000. 

Green Bay, Wis.—Healy Plumbing & Heating Company, 
278 West Fourth street, St. Paul, Minn., has been awarded 
the plumbing contract in the three-story high school to he 
built in this city at a cost of $650,000. Contracts for 
the steam heating and the ventilating have been awarded 
to the Pharo Heating Company, Madison, Wis. Charles 
C. Reynolds, Green Bay, is the architect. 

Fall River, Mass.—Emile Rousseau, 1164 South Main 
street, has been awarded the general contract for the pro- 
posed parochial school to be erected on Tucker street and 
Stafford road from St. Jean D’Baptiste. The structure 


| will cost $175,000. 


Grafton, Wis.—Schnabel & Wegner have been awarded 


| the plumbing contract for the new high school under 


construction. 

Jefferson, Wis.—The Thomas E. Hoye Heating Co., of 
Milwaukee, has been awarded the heating contract fur 
the $200,000 school and infirmary building under con- 
struction for St. Coletta’s School for Feeble Minded Youth. 

Denison, Ohio.—A $270,000 high school structure will 
be built by the board of education. 

Verona, N. Y.—$40,000 will be spent on an addition 
to the local high school, size 52x74 ft., two stories in 
height. 

Gibsonburg, Ohio.—The board of education will erect a 
junior and senior high school building at a cost of $150,- 
000. C. F. Hornung is president of the board and I. P. 
Harndon is.clerk. Walker & Norwich, American Building, 
Dayton, Ohio, are the architects. 

Kennett Square, Pa.—H. L. McLimans of West Grove, 
Pa., has been awarded the contract for the new $70,000 St. 
Patrick’s parochial school. 

Minneapolis, Minn.—Bids will soon be taken for the 
construction of a three-story law school building at the 
University of Minnesota. C. H. Johnston, 715 Capital 
Bank Building, St. Paul, is the architect, and the Pills- 
bury Engineering Company, 2344 Nicollet avenue, Minne- 
apolis, are the mechanical engineers. The estimated cost 
is $250,000. Steam heating will be furnished from the 
U. of M. central heating plant. 

Great Falls, Mont.—The Collins Plumbing & Heating 
Company, with a bid of $28,219, has been awarded the 
plumbing, steam heating and ventilating contract on the 
new grade school. Bird & Van Tellegen, First National 
Bank Building, are the architects, 

Mountain View, Calif.—Bids may now be submitted for 
work on the $80,000 concrete gymnasium building to be 
built for the Union high school. The architect is W. H. 
Weeks, 246 South First street, San Jose. 
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$100,000 gymnasium for Jefferson high school. 


Fonda, Iowa.—Bids will be received by the board of 
education until June 3 for the construction of a three- 
story, 104x115 ft., grade and high school to be built 
at a cost of $125,000. John G. Ralston, 218 Pioneer Na- 


tional Bank Building, Waterloo, is the architect. 
Albion, Nebr.—Howard McCray, with a bid of $8,886, 


has been awarded the plumbing and steam heating con- 
tracts on the two-story, 105x126 ft., high school to be 
built at Cedar Rapids, Nebr. George Grave, Central Na- 
tional Bank Building, Columbus, Nebr., is the architect. 

Rochester, N, Y.—The announcement is made by Dr. 
Rush Rhees, president of University of Rochester, that 


ground will be broken within three weeks for the chem- 
istry laboratory, the first of the group of academic build- 
ings. The block plan for the new college includes eighteen 
buildings, but plans have not all been made yet. 

















Top pictures: E. and O. McGregor, both of New Orleans; 
J. W. Manny and J. A. MeIntosh, of MecIntosh-Manny, Ine., 
New Orleans.—Lower picture: R. G. Schwarz, J. P. Eillis, 
J. C. Clements, C. F. Coignard, and F. H. Montegut, all of 
New Orleans. At the recent convention of the Louisiana- 
Mississippi Master Plumbers Association at Gulfport 





Port Orford, Ore.—A new high school building is to be 
erected here, and also a gymnasium structure. The two 
buildings will be about 50 ft. apart, and a steam heating 
plant will be installed. The gymnasium will have show- 
ers. The plans have been prepared by Fred Magnusson 
of Marshfield. 

Robbinsdale, Minn.—A three-story junior high school 
will be built in this suburb of Minneapolis, to cost about 
$200,000. B. E. Arntsen is president of the board of 
education. An architect has not been selected. 

Redfield, N. ¥.—A new school building will be erected 
as the result of a special election held on May 6th. 

Albion, N, ¥.— $50,000 has been voted by the taxpayers 
for a new heating plant in the high school in this place. 
Allen S. Crocker, Rochester, N. Y., engineer, prepared the 
Plans and specifications. 


Seattle, Wash.—Ruben W. Jones, secretary of the Seat- 
tle school board, announces that School Architect F. A. 
Naramore is now working out plans for a $130,000 addi- 
tion to the Grover Cleveland high school, and that bids 
will be taken as soon as plans are completed. 


Portland, Ore.—The school board has announced a re- 
pair program of $85,000 for the summer, and a new 
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DECECO 


ALL-WHITE CHINA FAUCETS 

















The ultimate type. No metal exposed, not a 
crack or a crevice for the lodgement of dirt. Clean, 
beautiful, permanent, they are years in advance of 


the old fashioned type. 
Thru your jobber. Literature on request. 


THE DECECO COMPANY 
76 Batterymarch St. a 





BOSTON 











LAVELLE 


Red Corrugated Molded 
Shampoo Tubing 





For barber shops and beauty 
parlors where shampoo sprays 
are put to long and hard usage 
no finer tubing can be had 
than Lavelle Red Corrugated 
Molded Shampoo Tubing. It 
is made of single braid molded 
construction. This method of 
manufacture insures against 
the tubing cracking or kink- 
ing. The fne materials used 
make this tubing leakproof. 
This tubing comes in size 3 
inch I.D. but can be furnished 
in other sizes on order. 














Write for our complete catalog. 


LAVELLE RUBBER COMPANY 


320 W. Illinois Street Chicago, III. 






























98 DOMESTIC 


dil 


























| | CROWN F PIPE DIES 
PERFECT PIPE E THREADS, 





Crown Ratchet Reamer 


The ball is comfortable to the hand, does 
not cramp the fingers nor tire the wrist. 


| The handle is not ribbed and is comfortable 
| to grip along its entire surface. 


- 


The new cone type construction supports | 
the blades throughout their entire length, 


thus preventing any possibility of them | 
coming loose. | 


The blades are made of finest steel, will 
hold edge maximum length of time but can be 





The pawl has an extra wide bearing sur- 





























Will ream pipe * to 2'/. inches | 
| 








| ground when necessary without removal. 


face on the ratchet teeth, giving greatest 
service with least wear. 





Order one today through | 
your local jobber. 


CROWN DIE & TOOL CO. 
2636 NORTH KEELER AVE. 
CHICAGO 
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Seattle, Wash.—Architect Wm. Mallis will call for bids 
soon for the construction of a $66,000 high school to he 
built at Winslow, Bainbridge Island, near Seattle. 

Camas, Wash.—The Camas school board will spend 
$65,000 on additions and improvements to the building 


system this summer, the amount having been approved 


| by the board at a recent meeting. 


Duluth, Minn.—-The Zenith Plumbing & Heating Co., 9 
West First street, with a bid of $22,020, has been awarded 
the plumbing, heating and ventilating contract in the Ar- 
nold school to be built in school district No. 30 near Du 
luth. P. M. Olsen, Sellwood Building, is the architect. 
The same company was also awarded the heating contract 
on the new city hall building to be built in this city, with 
a bid of $26,755. Thomas J. Shefchik, 313 Glencoe build- 


ing, is the architect on the city hall. 


Apartments and Hotels 


Richmond, Va.—wWilliam Sikkelee, 807 N. Robinson 


| street, has the heating contract, and W. L. Dowden, 506 


S. Harrison street, has the plumbing contract for the new 
apartment building for the Bellevue Park Company, 1714 
Summit avenue, in this city. 

St. Louis, Mo.—The plumbing contract on the $55,000 
apartment building for Dr. A. H. Winkelmeyer has been 


| let to the Compton Heights Plumbing Company, 2241 


South Grand boulevard, and the heating contract was let 


| to the Klein Heating Company, 4209 Olive street. 


| 


San Francisco, Calif.—C. H. Barrett, architect, 342 
Grant avenue, is preparing plans for a 10-story and base- 
ment class A hotel on Jefferson street, near Divisadero, 
to cost $300,000. 


Moscow, Idaho.-—The Moscow hotel will be remodelled 


| and an annex built at a cost of $80,000, bids for which 
' will be called about June 1. 


Oakland, Calif.—Plans are being prepared by Clay N. 
Burrell, architect, American Bank Building, for a six- 


| story steel and brick apartment building to contain 45 
two- and three-room apartments, on Leavenworth street, 
| San Francisco. The cost will be approximately $145,000. 


} 


San Francisco, Calif.—Geo. N. Daro, 1311 Harrison 


street, Was awarded the plumbing contract on the million- 


| 
| 
| 


| 


dollar, 15-story, class A community apartment building to 
be erected on Green street, near Jones, 


Birmingham, Ala.—George F. Wheelock Company, 2313 


; Avenue E, has the heating contract on the new residence 


for Mrs. Helen D. Foster, Highland View apartments. 
San Francisco, Calif.—David Campbell, 6333 Mission 

street, was awarded the plumbing contract on the five- 

story, steel and brick apartment building to be erected 


on Hayes, near Franklin street. 


Eugene, Ore.—Construction of a five-story concrete and 
brick apartment house will be started in June, according 


} to Hunsicker & Graham, architects. The cost will ap- 
| proximate $300,000. The structure will be 55x75 ft. and 
' will contain 66 apartments of three and four rooms. 


Cleveland, Ohio.— J. E. Arnold, owner and contractor, 


, will erect an apartment building at a cost of $100,000 
| George Rudolph is the architect, 


Akron, Ohio.—Charles Wilburn will erect a brick four- 


| se : 
| story apartment containing 29 suites. Plans are com- 


| pleted. 


Cincinnati, Ohio.— Philip Thomas will erect five one- 
and two-family houses at a cost of $80,000 on Relleum 
avenue. 








Cincinnati, Ohio.-—The Maddux Building Co. will erect 
five residences, in Mariemont, to cost an aggregate of 
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$40,000. Walter E. Ruhlman, of the Ruhlman Plumbing 
Co., Cincinnati, Ohio, plans to erect five houses in the 
same district. Heat will be furnished these structures 
from a centralized heating plant. 

Biloxi, Miss.— The Biloxi Plumbing and Heating Com- 


pany has the plumbing and heating contract on the $600,- 
000 Hotel Biloxi. 


Cincinnati, Ohio.—A. E. Anderson will erect a three- | 


story brick apartment building at Wentworth and Hosea 
avenues at an expenditure of $100,000. 


Churches 


Dubuque, Lowa.—The Molo Plumbing & Heating Com- 
pany has been awarded the plumbing and heating contract 
on the new church being built by the Church of Nativity 
at a cost of $125,000. C. I. Krajewski, Dubuque, is the 
architect. 

Minneapolis, Minn.—Harry S. Horwitz & Company, 19 | 
Western avenue, have been awarded the plumbing con- 
tract on the three-story, combination synagogue, school | 
and community building to be built at 24th street and 
Emerson avenue, South, by the Temple Israel congrega- 
tion at a cost of $350,000. The steam heating and venti- 
lating contract was awarded to Conners Plumbing & Heat- 
ing Company, Inc., 827 Second avenue, South. Lieben- 
berg & Kaplan, 617 McKnight building,-are the architects. 

Zanesville, Ohio.—The Pilgrim Evangelical Church will 
erect a new edifice at a cost of $100,000. Bids late this 
spring. The Rev. W. R. Grunewald is the pastor. 


| 
Berkeley, Calif.—Figures are being taken on the con- | 
struction of the $120,000 M. E, Church. | 


Stores and Office Buildings | 


Lisbon, Ohio—The Peoplés State Bank is to build a 
new building. 


Monroe, La.—The Lennon Motor Co. will build a three- | 
story automobile sales room and storage building at the | 
corner of North Fourth and Washington streets in this 
city. Plans are being drawn and bids will be called im- | 

: | 
mediately on completion of the plans. 








Jacksonville delegation: A. L. Gilmour, George Woehlcke, 7. 
Thompson, R, Engstrom, Geo, Keefe and Chas, Koegel—At 
the recent convention of the Florida State Association of 
Master Plumbers and Heating Dealers, in St. Petersburg 


San Antonio, Tex.—Jud & Ormond have been awarded 
the plumbing contracts on the building for Wimer & 
Dowdell of this city. 


Cincinnati, Ohio—The John Van Realty Co. will build a 
three-story loft and store building at Robertson and Duck 
Creek roads. Hannaford and Sons are the architects. | 


Helper, Utah——-Henry Hall has been awarded the plumb- 
ing contract for a business building to be erected in that 


city. 


Q9 





Kalamazoo 
Water 


Supply 
System 
Here is a sure money maker 
for you. The Kalamazoo 
is quiet, efficient and re- 
liable and its moderate 
cost makes it easier to sell. 
Write for details 
NATIONAL WATER 
LIFT COMPANY 
KALAMAZOO MICH. 














Tank Fittings of Quality 


1856 ‘‘McSHANE’’ 1927 


The ORIGINAL Compound Lever Ball Cock 
Elevated, Low-Down, Top and Bottom Supply 
Tank Levers and Valves 


McSHANE 
BELL FOUNDRY CO. 


BALTIMORE, MARYLAND 














| 
You Profit 


in three ways when you install 
Duriron acid-proof drain pipe to 
carry acid and acid waste. 


1. Eliminate all comebacks. 
2. Makea friend of the customer. 
. Make a much better profit. 


Ww 


Duriron is prod: on 


2 DURIRON Soueany 




















DART 





UNIONS 


| Try them"on‘your next job 





Dart Unions will save you enough time on every 
job to pay for themselves. They make up proper- 





ly and stay tight for good. 


E. M. DART MFG. CO. 





PROVIDENCE, RHODE ISLAND 
The Fairbanks Company, Sales Agents 
Canadian Factory: Dart Union Co. Limited, Toronto 
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SAVING MONEY: 
FOR THOUSANDS 


Thousands of Sentinel Automatic Gas 
Timers are in use all over the country 
and their users would not be without 
them. They know the great savings in 
gas that are affected where the Sentinel 
is used. 


They just —Set It and Forget It 


Order from your jobber or write us 
direct, giving us his name. 


THE OVEN EQUIPMENT & MFG.CO. 
New Haven, Conn., U. S. A. 
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Lion Brand Seats 


Every carton marked Lion Brand Seats con- 
tains one toilet seat of the highest quality. 
They are manufactured carefully of only the 
finest kiln-dried lumber in the most modern of 
factories. The finish is handsome high polished 
varnish that is absolutely water-proof . 


Ask Your Jobber 


THE OLMSTEAD-THOMSON MBG. CO. 


NEW BRITAIN, CONN. 











| Cincinnati, Ohio—-Another story will be erected to the 
Union Central Life Insurance Building Annex in this city, 
at an additional cost of $160,000. 

Cincinnati, Ohio—A nineteen apartment three-story 
building will be erected by Apseloff Bros. at the corner of 
Calumet and Mason avenues, calling for an expenditure 
of $100,000. 

Independence, Ore._-A store building will be built for 
the Williams Dry Goods Co. 

Kenosha, Wis.—E. Sullivan has been awarded the 
plumbing contract, and Kaelber & Kraft have been 
awarded the heating contract on a new store building. 
| E. Sullivan has also been awarded the plumbing contract 

for another store building under construction in this city. 


Milwaukee, Wis.—Henry Mason has been awarded the 
plumbing contract, and the Hero Heating Co. has been 
awarded the heating contract for a store building under 
construction on Teutonia avenue near Franklin street. 


Milwaukee, Wis.— Albert Smukowski has been awarded 
the plumbing contract for a garage under construction on 


Forest Home avenue between Sixteenth and Seventeenth 
avenues in this city. 


Milwaukee, Wis.—F. C. Kuetemeyer has been awarded 
the plumbing contract for the store, office, and garage 


building under construction at 180 Second street. 


South Milwaukee, Wis.—-Megow & Maddock have been 
awarded the plumbing contract on the theater, store, and 
office building under construction at Cudahy, Wis. 

Chicago, Ill.—E. J. Young & Co. have been awarded 
the plumbing contract, and Kaelber & Kraft, Kenosha, 

| Wis., have been awarded the heating and ventilating con- 
tract for the bank and office building under construction 
for the United States National Bank of Kenosha, 
Milwaukee, Wis.—The W. A. Bowers Heating Co. has 
been awarded the heating contract on a store, apartment, 
and office building under construction at 601 Capitol Drive. 
Abilene, Tex.—George L. Paxton and W. G. Swenson 
will receive bids soon for the construction of a seven-story 
office building. The structure will be 50x140 ft., of brick, 
cast stone and reinforced concrete, and will cost $200,000. 
David S. Castle Co. are the architects. 





Industrial 


Spokane, Wash.—Construction of a new laundry plant 
to cost $160,000 will be started within two weeks by the 
Superior Service Company, with headquarters in Seattle. 

Portland, Ore.—The J. F. Shea Co. has been awarded 
the plumbing, heating and sprinkler system in the new 
$500,000 warehouse which is to be built for the Meier & 


| Frank Co. 


St. Paul, Minn.—The Healy Plumbing & Heating Co., 
278 West Fourth street, has been awarded the plumbing 
and steam heating contract on the five-story warehouse, 
office and truck terminal building to be built at Broadway 
and Ninth street by the Murphy Transfer & Storage Com- 
pany, Inc., 175 East Eighth street, at a cost of $200,000. 
Lang, Raugland & Lewis, 412 Essex building, Minneapo- 
lis, are the architects. 








Memphis, Tenn.—Pritchard Brothers Plumbing Co., 433 
Madison street, has the plumbing contract on the $100,000 
machinery house for the George Hooper Co., Front and 
Vance streets, 

Madison, Wis.—Anton Metz has been awarded the 

plumbing contract and the Paul E. Mueller Co. has been 
| awarded the heating contract on a bakery under construc- 
| tion. 
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Hotstream No. 20 K. W. 

A Kerosene Heater That’s a Business Getter 

g Co. Suburban home owners are qui¢k to appreciate the unusual economy and efficiency of the 
mbing Hotstream 20 K. W. That's why it is probably the fastest selling Kerosene Water Heater made. 
house, 


oe Its quadruple coils of copper and ““Kerogas”’ 
adway of hot water quickly — and on the first circulation. 
» Com- 


dope Lights instantly at the touch of a match and burns with a noiseless and sootless blue flame. 


neapo- For Large Hot Water Demand “No. 20 G. K.”’ and ‘“‘Twin K. W.”’ Kerosene Heaters are Ideal 


Write for Full Information. 


patented wick burner assure a plentiful supply 


00.00 THE HOTSTREAM HEATER COMPANY 
nt and akers of Heaters That Heat”’ 


CLEVELAND, OHIO 


Branch Offices: 
d the 627,Washington Blvd., 269 W. Richmond St., 509 Wilcox Bldg , 


127, 1045 Wayburn Ave., 711 Dekum Bldg., 
Chicago, II Toronto, Ont., Canada Los Angeles, Calif. Detroit, Mich. Portland, Ore. 
" 6314 Musgrave St., Rialto Bldg., 
§ heet Philadelphia, Pa. 5 H 


1715 California St., 210 East 45th St., 238 Main St., 
San Francisco, Calif. Denver, Colo. New York City Cambridge, Mass 
nstruc- Manufacturers of a Full Line of Gas and Kerosene Heaters—Standard, High-Grade Products Built to Give Lasting Satisfaction 
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Flush Valves 


ASSURE THE EXACT LENGTH OF FLUSH 
FOR EVERY MAKE OF CLOSET BOWL 





EGARDLESS of the make of closet bowl 
used, the Watrous flush valve delivers 


the exact amount of water required by that 
bow! for a thorough flush—and no more. 


It is the only design that makes proper pro- 
vision for adapting the quantity of water con- 
sumed to the needs of the bowl. 


The result is maximum flushing efficiency and 
economy in water consumption. 


A Simple Turn of a Screw 


A simple turn of a screw (A) adjusts the valve 
to the needs of the bowl. It is not necessary to 
turn off the water, or remove any of the work- 
ingpartsofthevalve 
to make this adjust- 
ment. The adjust- 
ment, once made, 
remainspermanent. 


Self 
Cleansing 
Mechanism 


Every time the 
valve is flushed, the 
plunger (B) is raised 
off its seat (C), 
leaving an opening through which grains of 
sand, etc., can be washed out of the port. No 
type of flush valve without this safeguard, is 


immune from obstruction. 








No Regulation Required 


The feature just described—control of the 
quantity of water supplied to the closet bowl— 
should not be confused with regulation to con- 
form with varying degrees of water pressure. 
The Watrous valve requires no regulation 
from highest pressure down to as low as 5 lbs. 


Having a 25% larger diaphragm-area in the 


control chamber, the Watrous valve functions 
reliably under low pressure conditions where 
other valves often fail. 


It has a larger water-way per second of open- 
ing, and therefore delivers to the closet bowl 
a sudden, extra-large volume of water which 
assures prompt flushing action. 


Write for full details. Loose-leaf catalog pages sent on request. 


PLUMBING DIVISION 


Watrous Flush Valves—Duojet Closets—Self-Closing Basin Cocks—Combination 
Lavatory Fixtures—Pop-Up Wastes—Liquid Soap Fixtures, etc. 


Sold by leading plumbing jobbers throughout the United States. 


THE IMPERIAL BRASS MANUFACTURING COMPANY 
CHICAGO 


1231 West Harrison Street 


H. D. Tuck, 404 Marquette Bldg., Detroit, Mich 
W. E. Blair, Jr., c/o Coronado Hotel, St. Louis, Mo. 
Thos. J. O’Brien, 1812 Exchange Bldg., Memphis, Tenn. 
Dillard Eng. Co., Construction Industries Bldg., Dallas, Tex. 
T. A.S. Hall, 318 So. Sth St., Louisville, Ky. 


BRANCH SALES OFFICES 


R. J. Shank, 920 Grand Ave., Des Moines, Iowa 


Continental Sales Co., 924 Metropolitan Life Bldg., Minneapolis, Minn. 


Rex W. Williams, 402 Scott Bldz., Salt Lake City, Utah 
Wm. P. Horn Co., 237 Rialto Blig , San Francisco, Cal. 
L. C. Coombs, 1815 Rodney Drive, Los Angeles, Cal. 


Wm. P. Horn Co., L. C. Smith Bidg., Seattle, Wash. 
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S: wimming - “Pool News 


Carthage, Mo.—C. W. Thomas, mayor, plans $60,000 


park improvements, including an 80xi50 ft. swimming pool 


and a wading pool. 

Cisco, Tex.—The Lake Clee Amusement Co. 
the contract for construction of a 267x700 ft. swimming 
pool. 


Dallas, Tex.—The Bayside Beach, Inc., Republic Bank | 
Building, is planning a golf club and a swimming pool at | 


Matorga Beach. 


Holdrege, Nebr.—The Holdrege Swimming Pool Asso- | 
ciation, R, B, Ash, secretary, has awarded the general | 
contract to the Mid-State Construction Company, Hast- | 


ings, for a swimming pool and bathhouse. The plumbing 
contract has been awarded to Sewell & Kjar, in this city. 





SWIMMING POOLS AND SANITATION 
This is the season of the year when swimming pools are 
being opened in almost every large town and city. These 
places are becoming more and more popular as places of 


recreation, and hence with the increasing population and 
ease of travel from one place to another, it is more im- 


has let | 


I 


portant than ever that correct principles of sanitation be | 


applied in the conduct of each one of them. Under the 
above heading the New York State Department of Health, 
in a recent radio health talk through its health news serv- 
ice, issued the following statement: 

“No one with a cough, cold, infected eyes, ears, or skin, 
or any other infectious disease should use a public swim- 
ming pool. Like the little red schoolhouse on the hill, 
the ol’ swimmin’ hole is rapidly becoming a joy of the 


past. The modern drift from the country to the city, the | 


automobile, the depletion of many of our smaller streams 
and the increasing pollution of the waters adjacent to 
our larger communities have all had a part in creating a 
need for artificial swimming pools. The ever increasing 
number of these pools and the heavy patronage by the 
public have developed a public-health problem that should 
be given due consideration by local public health au- 
thorities. 


“As means for providing healthful recreation for large | 


humbers of people, the swimming pool is taking first rank 
in civic life for swimming is one of the most healthful 
exercises. The co-ordination of all the muscular activities 
of the body with deep breathing produces a wonderful 
sense of exhilaration and well being. 

“In making use of these public or private institutions, 


citizens have a right to assume that all due precautions | 


for health and safety have been taken by those in charge. 
Scum gutters, a circulating water system provided with 
filtration and sterilization apparatuses, specially designed 
inlets and outlets, and a vacuum cleaning apparatus, when 
properly designed and utilized, should maintain the water 


and pool in a safe, sanitary condition for use. If bathing | 
suits are used they should be of undyed, lintless material. | 


If you use suits provided by the pool management, be 
sure that they are laundered and sterilized before each 
use, 


“The modern artificial swimming pool is no longer a | 


here tank filled with water. Great care is now taken in 
the design and construction. The use of a white tile lin- 
ing facilitates cleaning and increases the pool’s attrac- 
liveness and safety. 

A swimming pool is a place for recreation and not a 


bathtub in which to cleanse the body. Shower baths and | 


lollet facilities are provided at all the indoor pools and 


the suitable use of these by the patrons is essential in | 


swimming pool sanitation. No one suffering with a cold, 
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— aneraae flow of water over 
J. S. and Canadian Falls 
- Niag ore is estimated at 
222,400 payer Jeet per second, 
a potential horse 00.” of 
approximately 4, 





1” VS Automatic 
Electric Cellar Drainer 














Made-to-Measure 
Capacity 
Is True Economy 


ee economy is in accurate designing 
—notin the cost of the pump. Too much or too 
little capacity lessens value. That is true of every- 
thing you buy. 

When a pump fits a job exactly, it saves money 
as long as it lasts, Economy engineering coopera- 
tion, taken for granted in all Economy installations, 
assures this. It is worth more than the pump 
costs in actual savings. 

We have cause to be proud that this has always 
been our guiding principle. Our pumps deliver 
as specified. We have no “come-backs” but hun- 
dreds of favorable comments on past installations. 
That shows that our service is well applied and 
correct in principle. 


The experience of Economy engineers under 

many conditions is at your service. Let them 

help you tackle your pumping problem. 

ANNOUNCING A NEW ECONOMY PRODUCT 

1” VS Automatic Electric Cellar Drainer 
After years of experience insmall sump pump construction and 
application, Economy designers now introduce this sturdy junior 
member of a line of larger pumps. It fills a realdemAnd fora small 
electric cellar drainer at a price made possible only by careful 
experimentation in engineering and production departments 
Outstanding Features 


4. oo acity 20G. P. M. 15 feet 

2. Will fit into bell of ordinary sewer til 

3. < ‘i. P. heavy duty repulsion-induction motor of regular ver 
tical design. (Not a horizontal motor stood on end 

4. Two pole float switch mounted high above damp and dirt 
on c.i. bracket. 

5. Renewable bronze bearings 

6. Motor mounted on mechanical pedestal cast integrally with 


cover plate. 
7. Snug-fitting cover as contrasted with unsanitary open sump 


Ask for Bulletin No. 407 describing this type of pump in detail. Write us. 


Economy Pumping Machinery Company 
3431 West 46th Place, Chicago 


Representatives in Principal Cities—Telephone and address under 
Economy Pumping Machinery Co 
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RIVERSIDE 
REFRIGERATOR DRAINS 


Rust Proof 


Galvanized 


3 SIZES 
Tapped 174” - 112” 





Made by 


Riverside Foundry 
& Galvanizing Co. 
Kalamazoo, Mich. 
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'Needed Everywhere 
The JOHNSON Gas Que 


Lighter is needed and 
finds a ready sale 
everywhere. You will 
be surprised how it 
will sell itself. Have 


one always with you. 


Prices and discounts 
sent on request. 


JOHNSON-MURPHY 
COMPANY 
10226 Woodward Avenue 
Detroit, Michigan 


Raising RED RING to 
hook on wall plate up- 
stairs, lights heater in 


t$>STEAM TRAPS 
PKEEP 


KEEP. a— > 

















YAGER’S 
Soldering Paste 


Solders all metals but 
aluminum. 

Quick and economical. 
Buy it here or of your 
dealer, 2-0z., 8-0z., 16- 
oz. Cans. 

Write to Dept.*‘D’” for samples 


ALEX R. BENSON CO., Inc., Hudson, N.Y. 
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cough, infected eyes, ears or skin, or any other infec. 
tious disease, should ever be allowed to use a public swim- 


| ming pool. 


163 


the 


“A swimming pool offers at all seasons of the year the 
pleasures without the dangers of the ol’ swimmin’ hole. 
Make the most of it, but do not endanger the health or 
safety of fellow citizens by any thoughtless act or dis- 
regard of sanitary regulations.” 


Bath a Day ovement 


Orders continue to come in for copies of “The Story of the 
Bath,” to be used for distribution at the luncheons of Kiwanis, 
Booster, Lions, Rotary, and such civic 
clubs—as well as at meetings o/ 
Chambers of Commerce. The men 
who are taking this action have shown 
a real grasp of the essentials of sell- 
ing. They have undertaken an educa- 
tional work which will not only be of 


local 


assistance to the industry at large, but will serve the advantage 
of their own firms. Ask for complete details, 
E DO NOT want to forget, in the enthusiasm which 
has been shown for the use of ‘‘The Story of the 
Bath,” as described above, that the schools still 
present a splendid publicity opportunity. 
The figure in big type above, 163, represents the number 


| of cities and towns in the United States where the booklet 


has been used as supplementary reading, having been dis- 
tributed in those schools by members of all branches of 


industry——manufacturers, wholesalers and _ master 


| plumbers. 


There is no essential difference between this distribution 
of “The Story of the Bath’ in the schools and at civic 
In both effort of 


effectiveness has been both 


club luncheons. 
great 


cases an educational 


undertaken. And in 


| cases those responsible for the distribution of the booklet 


) a complimentary copy of ‘‘The Story of the Bath.” 





For list of distributors see 1927 McRae Blue Book 
Sales Agency for Canada: Canadian General Electric Co , Ltd., Toronte and Mentreaj 











have shown that they understand the value of education 
as an aid to selling. 


Here is an opportunity for every local business unit, 


' whether wholesale or retail, to arouse the kind of interest 


in matters of sanitation in their communities such as must 
precede any general selling effort. There is good publicity 
in “The Story” and, properly exploited, it can do much to 
prepare the way for direct selling. 

Ask for full details of the Bath a Day Campaign, and for 
Write 
to “Domestic Engineering,” 1900 Prairie avenue, Chicago. 


Epigrams—For Your Use 


Marriage is like the table d’hote—you take what you 


get. 
* a” * 


Equals: The man who flatters and the man who accepts 
flattery. 
* ca * 
Strange that time, though it flies, leaves footprints. 
* * + 


Heaven and hell, say the philosophers, are within us 
And there’s so little of heaven. 
o . + 


A silent man may be wise—or just dumb 


» - * 


If a 


woman listens well—-it’s for an object. 
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4 FEW WISE CRACKS FROM HERE AND THERE 
One trouble with the teeth in the prohibition law is that 
they require so much gold filling. 


Large numbers of Italian eggs are being imported into this 
country. One editor hopes that they are not the lays of 
Ancient Rome. 


If all the salesmen in the world were placed end to end 
they would make a smooth line. 





A lion was. recently run over by a motor car in Central 
Africa, and an agile editor opines that he must have been 
walking on the wrong side of the equator. 


To sin is but human; to admit it is foolish. 


The hen that sits on a china egg is better off. 

To the seandalized girl friend who wanted to know if 
Dorothy had told straight out that she loved the man who 
was to be her husband, Dorothy said: “Goodness, no. He 
simply had to squeeze it out of me.” 


ONE HARD GUY TO ANOTHER 
Hard Guy (in street car): “Why don’t you put your feet 
where they belong?” 
Harder Guy: “If I did, you wouldn't be able to sit down 
for a month.” P. G. N., Chicago. 


CUSTOMERS MUST BE PLEASED 

A young man who had been circulating in and around 
Broadway the night before entered the restaurant the next 
morning with the usual feelings. 

“Yassuh, Captain,” said the waiter, bustling to his table, 
“What you-all goin’ have this mohnin’?” 

Bleary-eyed and nervous, yet. game, he looked at the 
waiter sadly and said, “All I want is two fried eggs and a 
few kind words.” 

A little while later the waiter returned. ‘‘Yassuh, Captain,” 
he said, depositing the two anaemic-looking eggs on the table. 

“The's yo’ two fried aigs,”’ he said, ‘an’ now I'll give you-all 


| 











the few kind words: Don’t eat ’em.” 


TELL THIS TO YOUR WIFE—THEN DUCK YOUR HEAD 
Willie: “Papa, why do they call our language the mother 
tongue’?"”’ 

Father: “Well, just see who uses it most.” 


OUR TECHNICAL STORY 

The professor was trying to demonstrate a simple experi- 
ment in the generation of steam. 

“What have I in my hand?” he asked. 

“A tin can,” came the answer. 

“Very true. Is the can an animate or an inanimate object?” 

“Inanimate.” 

“Exactly. Now, can anyone tell me how, with this can, it is 
possible to generate a surprising amount of speed and power 
almost beyond control?” 

One student raised his hand. 

“Well, Smith?” 

‘Tie it to a dog’s tail.” 

WALWORTH KEWANEE CRAFTSMAN, 








TO THE LADIES 


Man: “I'd tell you a joke, but you are in no condition to 
ear it.” 
Lady: “Why can't I hear it?” 


Man: “Because if your face lights up, the powder will 
80 off.” HAYSCO SPIGOT. 


A GOLFING RHYME 





Jack was nimble, 
Jack was quick 
Jack got out of a sand trap, | 
And didn’t use a stick. | 
ia = TT. 
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A Water Service 


for A LL Water 
Needs 








The HOOSIER cine of com- 
plete water systems covers 
the entire range of farm and 
home water needs — from ¥ 

deep or shallow wells; —— ¢ 

ity from 120 gallons an hour G t th Bo k/ 
al up; and _~ any source Cc. qs 0 é 
of power. Each is built on “How to have Run- 
our well known, time-tested ning water,” a copy 
principles and protected for of which is waiting 
years and years of service by for you, contains 


the GALVAZINK coating. some valuable in- 


There is a HOOSIER to suit . 
the needs of all your custo- formation. May we 
send it, together 


mers. with details of our 
dealer proposition? 


FLINT & WALLING MFG. CO. ; 
Please write today ! 


76 OAK ST. KENDALLVILLE, IND. 


HOOSIER PUMPS 
. YC, 
r STAR ” 
WINDMILLS 
REGISTERED TRADE MARK-US. PAT.OFFICE 




















The user’s word is conclusive proof of the merit 
of an article, that is why we say ‘“‘Ask a user.” 


Ask a user what the Rogaco Portable Electric 
Pipe Machine is doing for him to increase his 
profits and save him time and labor. 





Ask a user if the machine stands up under the 
rough usage given piping tools. 

We would rather you found out what the Rogaco 
will do from its users than to take our word for its 
value. A leaflet listing some of the users of the 
Rogaco Machine will be sent upon request. Ask 
for your copy today, then ‘‘Ask a user.” 


Manufactured by 


ROBBINS, GAMWELL & COMPANY 


PITTSFIELD, MASSACHUSETTS 
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YOU NEED THESE PATENTS 


Plumbing Department 


1,622,569. Method of and Means for Heating Liquids, 

for hundreds Fred Wilbur Birtch, La Porte, Ind., assignor to Bastian- 

. Morley Co. The method of’ initiating liquid flow in an 

of simple open circulatory system upon a relatively-high rise of 

Si temperature, which consists in subjecting to heating con- 

repairs ditions that will heat the liquid therein at different rates, 

a plurality of distinct heat-absorption areas of the circu- 

latory system, these areas being so related that heat-ab- 

sorption by the liquid in the area having the lesser absorp- 

tion rate causes said liquid to resist flow to the heat- 
absorption area having the higher absorption rate. 







” 




















TRADE 


SMOOTH"OM 





SmooTH-ON HANDBOOK 


Twentieth Edition — Com- 
pletely rewritten—136 pages 
of new data—193 diagrams, 
pictures and practical hints 
on at least 200 different uses 
for SMOOTH-ON. Every pro- § 
gressive engineer should have 
this book—get your copy 
NOW. 











-eS 


1,623,586. 





| 1,623,586. Backwater Valve. Donald Forfar, Minne- 
apolis, Minn. In a pipe line, the combination with a nor- 
mally open gate valve for closing the pipe line, of a main 
water pipe leading from a source of supply under pressure, 
main and supplemental differential cylinders and pistons 
for opening and closing the gate valve, said main piston 
having a much larger area than the supplemental piston, 


ITH Smooth-On No. 1 in the store- 
room and the Smooth-On Hand- 
book on your desk, you are prepared to 
stop leaks at cracked pressure parts, 
pipe joints, open seams, etc., and to 


ha ndle many routine and emergency said two cylinders being connected to the main water pipe, 
repair jobs with least effort and time loss. the water pressure in the supplemental cylinder being 
_ 2 constant and normally holding the supplemental piston 
lhe Smooth-On Handbook tells you with the gate valve open, said main cylinder having a 
how to use Smooth-On for at least 200 | waste pipe, valves adapted to be closed by the water pres- 


sure in the main water pipe and normally closing the water 
supply to the main cylinder and opening the waste pipe 
therefrom, and automatic means for alternately releasing 
, , the water pressure in said valves to permit the same to 
Mail the coupon for your copy of the | min 

Smooth-On Handbook and get Smooth-On : ‘ ‘ ‘ 

No. 1 in 1-lb., 5-lb. can, 25-lb., 50-lb. or 
100-lb. keg from your nearest dealer or if 
necessary {rom US. 


different repairs and covers many con- 
ditions that exist in every plant. , 


1,623,374. Float Valve. Oscar O. Anderson, Sioux 
| Rapids, Iowa. As a new product of manufacture, a float 
valve structure for the purpose specified, comprising 4 


valve casing including an attaching nipple and a ported 


ee 






SMooTH-ON Mec. Co. 
Dept 12, 570 Communipaw Ave., Jersey City, N. J. 









Please send copy of the Smooth-On Handbook, zorh dition. 






Vame 







Addre ss 








| valve seat above which is a screw threaded neck, a plué 
| : . ‘ 
| threaded into said neck and extending into the interior of 


the casing and including a hollow shank having « cylit 
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drical portion terminating in close proximity to the valve 
seat, a ball valve normally resting upon said seat and 
guided by the cylindrical hollow portion, said casing in- 
cluding a depending flange surrounding the valve seat and 
a portion of said flange being cut away to provide spaced 
ears, a float, a lever connected with one end of the float, 
and pivotally connected intermediate its ends with said 
ears, the inner end of said lever being formed into an up- 
wardly curved operating finger which is movable through 
the port in the valve seat and engageable with said valve 
for opening it under predetermined conditions. 
* * * 


1,624,016. Ventilating Apparatus. Anthony G. Schuck, 
Los Angeles, Calif. In combination with a closet bowl 
having a flush pipe therefor and a lid pivotally connected 
to said bowl, a ventilating apparatus comprising a conduit 
for exhausting gases from said bowl, a suction fan at the 
outer end of said conduit, an exhaust outlet pipe for said 
fan, a shaft for said fan, a rotor mounted on said shaft, 
a water supply pipe for said rotor, a valve in said water 
supply pipe, a casing enclosing said rotor, a 
pipe for said casing connected into the flush pipe of said 
bowl, a gasket on said discharge pipe, means for clamp- 
ing said discharge pipe to said flush pipe, said clamping 
means engaging said gasket to form a water-tight joint 
between said discharge pipe and said flush pipe, and 
means whereby said valve is connected to said lid whereby 
raising lid operates valve to deliver water to rotor. 


discharge 












1,624,016. 








1.024.652 

1,624,653. Water-Closet Bend. Edward W.N. Boosey, 
Detroit, Mich. A water closet bend having threaded inlet 
and outlet ends, said bend being constructed with a pocket 
in the upper surface between the said ends, the wall defin- 
ing the pocket at the forward end extending below the 
wall defining the pocket at the rear end, the said pocket 
having hubs for the connection of waste piping, and a 
vent connection in the upper side thereof. 


* » * 
1,624,479. Mixing Valve. Edward L. Delany, Brook- 
lyn, N. Y. A mixing valve comprising a housing having 


hot and cold water inlets and an outlet, valves controlling 
the communication between the hot and cold water inlets 
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and the outlet, a removable trunnion connection between 
the valves and the operating means, and the hot water 
inlet so constructed that the cold water valve can not be 
laced therein and seat itself. 
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COPPER & BRASS 


RESEARCH ASSOCIATION 


25 Broadway - New York 


ANNOUNCES 


the opening of a 


Mid-Western Office 


at No. 901 Landreth 
Building, St. Louis, 


Missouri... under 








the direction of 
Mr. Harvey A. Call. 














For the Ritz Carlton 
in Boston 


Here is pictured one of a series of 
1,500-gallon boilers manufac- 
tured by the Gerstein & 


Cooper Company for 
the Ritz Carlton 
Hotel in 

Boston. 


The best 


per 
Company was Sananded 
the work, of course. 


They are of extra heavy copper 

and are 4 feet in diameter and 16 
feet long, with a George A. Weld & Co. 
removing heating element. 


GERSTEIN] & cosran co. 
1 and 3 W. Third Street Boston, Mass. 









Strongest 
Made 


The Hanna “Ball Joint” 
Pipe Hanger is made of 


malleable iron, all sizes. 
Swings in any direction. 


A big time and labor 
saver. 


Write for 
‘“‘Our Silent Salesman’’ 


The Penn Engineering Co. 


312 Cherry St. Philadelphia, Pa. 


No. 2 
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New York 


Is not an expensive city when its 
visitors sensibly select the Mar- 
tinique as their hotel. The rates 
start at 


§2.50 per day 


and all service as well as restaurant 
prices are consistent with Mar- 
tinigue economy. For genuine 


Comfort and 
Convenience 


visit the Martinique on your next 
New York trip—learn how to live 
right at the right price and enjoy 


“the best without extravagance.” 


A. E. Stincieton, Res. Mgr. 


Hotel Martinique 


Affiliated with Hotel McAlpin 
BROADWAY — 32nd to 33rd STREET 
NEW YORK CITY 
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|; crum on the 








ESTIMATING 
RADIATION 





rules. They 
will enable you to know 


you are right. And they 
will save you time, waste and worry. 
Given the amount of glass surface, ex wall and 


cubical] contents, the radiation requi 
room can be read easily and quickly. 


They are mens in ay ees on er 
making four pom, | size x inc substantially 
bound together with 

Perrigo’s Table of el Radiation will pay 
for ii if used only once or twice during the heating 
season. And it will outlive several such seasons. 


Price, $1.00 Postpaid 


for any size 


Domestic Engineering 
Chicago, IIl. 


1900 Prairie Avenue :: 
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1,611,574. Chiseling Tool. Jacob L. Armbruster, 
Syracuse, N, Y. A tool for removing lead packing from 
soil pipe and analogous joints, comprising a steel shank 
having a transverse shoulder at one end adapted to ful 


flange of the pipe, said shank having an in- 


1,611,574 





| tegral blade extending forwardly from and wholly at one 
side of the shoulder, one -.edge of the blade being curved 
longitudinally from the shoulder toward the opposite edge 
to form therewith a cutting end and also to assist in de- 
flecting the cutting end outwardly as it is driven into the 
lead packing. 


Hea ting Department 


1,623,770. Pipe Wrench. Oscar H. Adams, Keokuk, 
Iowa. In a device of the class described, a handle having 
a rack and provided at one end with an enlarged approxi- 
mately cylindrical head, a rider mounted to reciprocate 
on the handle, a hook-shaped jaw co-operating with the 
head and provided with spaced arms between which the 











ze ‘ 
* 1,623,770. 

| rider is located, means for pivotally connecting the arms 

with the sides of the rider, a latch mounted intermediate 

its ends on the rider and adapted to co-operate with the 


rack at a point between the arms of the jaw to hold the 


| rider in adjusted positions, and spring means for main- 


| taining the latch yieldably engaged with the rack. 
| * * * 

1,624,943. Oil Burner. William E. Gibbs, East Orange, 
N. J., assignor to Gibbs Utilities Company, New York, N. Y. 
| An oil burner comprising a horizontal casing having con- 
| cave side walls, a discharge opening at one end, an oil 
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containing pocket in the bottom wall, and air supply ports 
| entering said casing tangentially to said concave wills in 
| planes transverse to said casing, whereby the air is caused 
to sweep with a gyratory motion over the interior of the 
casing walls before striking the oil in said pocket. 
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Classifie 


insertion. One inch $4.00. 


d Advertisements 


8 cents for each word including heading and address. Count seven words for keyed address. 
Cash must accompany order. Copy should reach us eight days in advance. 


Minimum $2.00 for each 





Situations Open 


WANTED IN CHICAGO TERRITORY, 
jobbers salesman. Single man pre- 
ferred, not more than 30 years of age. 
State experience. Address Key 
“Domestic Engineering,” 1900 a. 
Ave., Chicago. asa 
AN OLD ESTABLISHED MANUFAC- 
turing concern making a complete 
line of septic tanks, chemical toilets, 
school heaters, ete., offers an oppor- 
tunity for a man of real ability. The 
right man who can develop and train 
a small but efficient group of salesmen 
and direct their efforts can earn from 
$10,000 to $15,000 per year. Our qual- 
ity and prices absolutely eliminate 
competition. Sales to be made to job- 
bers, dealers, plumbers, school boards 
and direct to user. Address Key 859, 
“Domestic Engineering,” 1900 Prairie 
Ave., Chicago. 
MANUFACTURERS’ AGENT WANTED 
—to handle high-class line of flush 
valves on commission basis; manufac- 
tured by a high-class manufacturer 
who has been making and selling flush 
valves for 25 years. Detroit, Buffalo 
and Cincinnati territories open; appli- 
cant must have four or five years of 
experience as a manufacturers’ agent, 
working in and around these cities, 
Hedges & Brother, 105 South St., New- 
ark, N. J. 








For Sale at 


EXCEPTIONAL OPPORTUNITY 

Iam offering my plumbing and heat- 
ing business for sale on very reason- 
able terms. Have been located in 
Patchogue on the South Shore of Long 
Island for 25 years. Reason for sell- 
ing, retiring from business. Have a 
steady going business and will with- 
stand the strictest investigation. $5,000 
eash will be necessary to handle the 
proposition, None but first class parties 
considered. Will use every ability to 
help the purchaser after the turnover 
is made. The owner intends to remain 
here and will be available at all times. 
Act quick, your inquiry will be given 
vrompt attention. Address Key 861, 
“Domestic Engineering,” 1900 Prairie 
Ave., a. 


Situations Wanted 


EXPERIENCED BRANCH HOUSE 
manager open for position. Success- 
ful past record. Best of references. Ad- 
dress Key 854, “Domestic Engineering,” 
1900 Prairie Ave., Chicago. 
HEATING- VENTILATING SALES EN- 
gineer, nineteen years experience in 
New York City and vicinity, widely ac- 
quainted among architects, engineers 
and contractors, successful record, de- 
sires connection with manufacturers. 
Commission basis preferred; agency 
Propositions considered. Address Key 
“Domestic Engineering,” 1900 
Prairie Ave., Chicago. 

















POSITION WITH MANUFACTURER 

dealing direct with jobber. Thor- 
oughly familiar with all lines in plumb- 
ing supplies. Large acquaintance with 
trade. Capable of handling Sales Dept. 
or traveling. Advise territory open. 
Best of references. Address Key 860, 
“Domestic Engineering,’ 1900 Prairie 
Ave., Chicago. 





Miscellaneous 


ESTIMATING BLANKS, JOB TICKETS, 

weekly time sheets, order books, il- 
lustrated stationery, etc., for plumbers 
our specialty. Reasonable prices, good 
work, prompt service. We pay postage. 
Samples and prices by return mail. L. 
Fink & Sons Co., School Building, Lau- 
rel Springs, N. J. Est. 1896. 7-31 


PLUMBERS’ STOCK BOXES 





Send for Price List 


HADDON BIN LABEL CO., 


Look Here! 


Night School Students and High 
School Graduates can continue their 
Technical Training with us from now 
on. We advance you 4 times faster 
than Class Work, and 30 times faster 
than is possible by Shop Training. 
That’s what we do. 


Haddon Heights, N. J. 


Our Instruction is as good as Private 
—it is personal Clear Direct to You. 
Shop Owners, as well as Mechanics, 
Foremen, Salesmen, etc., will find our 
Specialized Training—just like ad- 
vertising— it pays whether you believe 
it or not—it works just the same. 
Write today for your choice subject. 
Full information free. 


O Plumbing and Sanitary Engineering 
0 Advanced Plumbing Studies 

0 Heating Ventilating Engineering 

0 Special Steam and Hot Water Heating 
0 Contracting and Estimating 


ST. LOUIS 
TECHNICAL INSTITUTE 


4543 Clayton Ave., St. Louis, Mo. 




















Headquarters for new and used 
pipe machines. We carry at all times, 
all sizes of guaranteed used pipe 
machines from 2 to 12” inclusive. 
New Oster machines always in stock, 
also new dies for all makes. 


THE O’BRIEN MACHINERY COMPANY 
113 North Third St., Philadelphia, Pa. 
Long Distance Telephone: Market 0727 
Cable Address: ‘‘OBRIEN’’ PHILADELPHIA 


” Seat fas Your Trade | Library 


QUESTIONS AD ANSWERS ON THE 
PRAC AND THEORY OF 
STEAM AND Gior WATER HBATING. 
By R. M. Starbuck. Fifth edition. A 
ready reference, dealing practically and 
briefly with the different phases of 
Steam and Hot Water Heating, Vacuum 
and Vapor Heating, Accelerated Hot 
Water Heating and Pipe Fitting in con- 
nection with Refrigerating Plants. A 
valuable work for the heating man. 
Covers all the points on these subjects 
he should be familiar with. Size 6x7% 
inches. 150 pages. Price, postpaid, 
$1.50. 
A PRACTICAL MANUAL OF STEAM, 
Vapor and Hot Water Heating. By 
E. R. Pierce. The latest and most com- 
plete document ever compiled covering 
the construction, operation, installa- 
tion, etc., of these types of heating. A 
real necessity in the library of the 
heating man. Contains more than 50 
heating tables and 60 illustrations, all 
up to date and helpful in the solution 
of your heating problems. Size, 54x 
8% in., 316 pages. Cloth. Price, $3.00 
postpaid 


STANDARD PRACTICAL PLUMBING. 

By R. M. Starbuck. An exhaustive 
treatise on all branches of plumbing 
construction, including drainage and 
venting, ventilation, hot and cold water 
supply and _ circulation. Shows the 
latest and best plumbing practice, spe- 
cial attention being given to the skilled 
work of the plumber and to the theory 
underlying plumbing devices and op- 
erations. Contains 347 original {llus- 
were. | each drawn expressly for this 
work. A book every master plumber 
should have in his trade library. Size, 
a in. 406 pages, bound in cloth. Price 
PRACTICAL STEAM AND HOT WA- 

TER HEATING AND VENTILATING. 
By Alfred G. King. This book should 
be in every steamfitter’s library. A 
strictly up-to-date work, describing 
various systems of heating and ventila- 
tion. Besides the technical features, it 
contains hints on securing contracts, 
business methods, shop practice, rules 
and data for estimating radiation and 
figuring costs, and other tables and 
suggestions that are time savers. Size, 
6x9 in. 368 pages, 300 detailed illustra- 
tions. Cloth. Price, $4.00. 
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| EARL JUDD CORP. 


| JUDD TOILET SEATS 


ARE BUILT TO A STANDARD OF CONSISTENT QUALITY 
Sold by leading jobbers everywhere 


WRIGLEY BUILDING 
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Two American 
Products of Equal 


Excellence 


The American Concealed 
Bath Fixture and the Pop- 
Up Waste are just two 
American products that 
have been selected for 
some of the country’s fin- 


est apartment buildings, 
hotels and homes. 


The simplicity of their 
construction, their reli- 
ability in all service, and 
the ease with which they 
may be installed, are the 
reasons why Qmerican 
products are daily mak- 
ing more friends among 
plumbers and users alike. 





American ey Mfg. Co. 
Abingdon 4 Illinois 
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BATH FIXTURE 














